














Wright Spearheads Effort — 
To Reduce 


Airerait Noise 


An integrated program of research for the reduction of aircraft noise is being spearheaded 
by T. P. Wright, Administrator of Civil Aeronautics. 

Pointing out that there is a rising tide of public complaint which “threatens to undermine 
aviation progress,” Mr. Wright has invited the following organizations to wage a joint attack 
on the noise problem: National Advisory Committee on Aeronautics, the nation’s top research 
organization; the Air Transport Association, which represents the scheduled air carriers; 
and the Aircraft Industries Association, which represents the aviation industry. 


Flood of Complaints—Public reaction to next- 
door airports is proving a stumbling block in the 
plan to provide the nation with small close-in airports 
which will be an inducement for more persons to 
buy and fly planes. 

Both suburban and city residents have flooded 
CAA offices with complaints that airplane noise is 
“waking the baby” .. . “breaking up conversation 
in our home” .. . “making a night’s sleep impossible” 

. and “rattling the dishes in the cupboard.” 

In Malvern, Pa., citizens brought suit intended to 
get a court decision terming the airport per se a 
public nuisance. In this instance, the CAA Tech- 
nical Development Division is using newly obtained 
equipment to measure the noise made by the planes 
at Malvern Airport and compare it with the noise 
made by cars, trucks and other ground vehicles. 


NACA Starts Research—In recommending that 
NACA give consideration to research directed at air- 
plane noise reduction, Mr. Wright urged that such an 
investigation be directed initially toward small air- 
craft in view of the bitter public opposition facing 
communities in their attempt to obtain small air- 
ports for the use of private planes. 

NACA advised him that “largely as a result of 
your letter . . . a research project to investigate the 
propagation of noise from light airplanes has been 
initiated at the Langley laboratory.” 


Problem for Plane Makers—lIn his invitation 
to the Aircraft Industries Association, Mr. Wright 
said: “It is becoming apparent that the noise at- 
tendant to the operation of aircraft is threatening to 
undermine the progress already made and to retard 
the further advancement of civil aviation. In support 
of this statement, witness the many complaints 
recently received by the Civil Aeronautics Adminis- 
tration, and the increasing opposition to location of 
airports adjacent to populated areas... 
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“In our opinion, it is definitely the responsibility 
of the aircraft manufacturers to attack this problem 
aggressively if the aviation industry as a whole is not 
to suffer greatly.” 

Specify Quieter Equipment—Mr. Wright em- 
phasized the growing public irritation with the noise 
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CAA Alaskan Personnel 
Commended by Army 


The untiring aid given the armed forces in a 
search mission for a missing Army C-—45 air- 
craft has brought a letter of commendation to 
all Civil Aeronautics Administration personnel 
and their families at the Yakutat and Gus- 
tavus, Alaska stations. : 

In a letter to CAA Regional Administrator 
W. P. Plett, Colonel Leslie G. Mulzer of the 
Alaska Air Depot said: “These people gener- 
ously gave their time and resources to- the 
Army, Navy and Coast Guard and it was 
through their efforts we were able to quickly 
initiate and sustain a search mission of con- 
siderable size which might have saved the lives 
of the crew of the missing aircraft. Without 
the help of the CAA, especially in the prepara- 
tion of meals, furnishing fuel, lodging, and 
communications facilities, the mission could 
not have been efficiently operated.” 

The plane was reported missing on April 
12 in the rugged country between Yakutat and 
Juneau, Alaska. 














Speeded Activity 
On Airport Plans 
Urged by Burden 


Pointing out that local communities now 
carry the ball in the airport program, Wm. 
A. M. Burden, Assistant Secretary for Com- 
merce, urges local groups to move as rapidly 
as possible in preparing their basic airport 
plans so that applications may be presented 
to the Civil Aeronautics Administration by 
October 1. 


This is of vital importance in order that they be 
processed and the necessary allocation of funds be 
made so that construction may begin as soon as the 
weather permits next spring, he told the National 
Aeronautic Association’s convention at Omaha, 
Nebr., July 17. 


States Must Legislate—Equally urgent, he said, 
is the enactment of state legislation which will 
permit the matching of federal funds by the local 
sponsoring units. In many states there still is no 
enabling legislation on the statute books. 

“This is an important local responsibility—a re- 
sponsibility which begins in the communities, coun- 
ties and states. The CAA can only proceed to the 
point of preparing the various regulations funda- 
mental to the making of these allocations. It cannot 
make allocations unless the communities themselves 
present their plans and have the necessary matching 
funds available.” 


CAA Completing Rules—“The Office of Airports,” 
he said, “now is engaged in completing a draft of 
rules and regulations under which the Federal Air- 
port Program will operate. It is proposed that these 
tentative rules and regulations will be published in 
the Federal Register, as well as being made available 
to special groups in the aviation industry primarily 
concerned with the program. This includes the 
National Aeronautic Association, the National Asso- 
ciation of State Aviation Officials, U. S. Congress of 
Mayors, the American League of Municipalities, and 
the Council of State Governors. 

“Following the preparation and distribution of 
these proposed rules and regulations a public hearing 
will be called by the Administrator to receive the 
views and comments of those groups and officials 


(See Airport Plans page 111) 
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CAA Holds 30-day School ‘Term 
For Newly Appointed Inspectors 


It’s play time for the kiddies. but the school bell is ringing this summer for Civil Aeronautics 


Administration inspectors. 


T. P. Wright, Administrator, has opened the short-term school 


for newly appointed inspectors, whose duties will include safeguarding the lives of all air 


travelers in this country and abroad. 


133 Inspectors Graduated—The school, operat- 
ing on the “campus” of Washington National Airport, 
already has 133 graduates, with 101 inspectors gradu- 
ating in the second class on July 26. A third class 
will start early in September. 

The men selected for these key jobs have met very 
high educational and physical standards, and have 
had long experience in the technical fields in which 
they specialize. In addition to aeronautical inspec- 
tors, the “students” include inspectors for air car- 
rier operations, aircraft, air carrier radio, air carrier 
maintenance and flight engineering. The aeronauti- 
cal and air carrier inspectors also get a 30-day “post- 
graduate” course at the Oklahoma City Standardiza- 
tion Center, where flight refresher courses are given. 

All the men selected for inspector openings are 
veterans of World War II, except for a few men hold- 
ing Civil Service ratings in closely allied fields. The 
CAA has less than 600 inspectors to safeguard the 
airworthiness of more than 40,000 aircraft, and super- 
vise more than 300,000 civilian pilots. 


30-day Term—‘Principal” of the school is Ken- 
neth R. Aldrich, from the staff of F. M. Lanter, As- 
sistant Administrator for Safety Regulations. During 
the crowded 30-day term, the inspectors are rigor- 
ously drilled on CAA policies and procedures, and 
are given an over-all picture of all CAA operations. 

Strong emphasis is placed on public relations 
phases of the work. In opening addresses to the 
new inspectors, Mr. Wright said: 

“More than anything else, 1 want to emphasize the 
fact that we are all here to render a public service, 
and that you may indeed be proud of the fact that 
you have been selected to be a public servant. A 
government employee has a responsibility in dealing 
in the public interest which differs from anything 
encountered in private industry. 

“We are engaged, in our Safety Regulation work, 
primarily in guarding the public safety. And yet, in 
doing this, we must also bear in mind our parallel 
responsibility for fostering the growth of aviation. 

“Our duties must be carried out with the greatest 
benefit to the public. This implies need for courteous 
attention to the problems raised by anyone who 
solicits our help in his aviation problems. 

“There is nothing you can do which will more en- 
hance the prestige and effectiveness of CAA in doing 
this job than to think of the public as your customer, 
and of the attendant need of treating seriously and 
courteously every question brought to your attention.” 


Work Charted—Careful charts are being main- 
tained on each student at the school, with his mental 
ability and mechanical aptitude graphed against the 
marks given in each course. Eventually, his eff- 
ciency rating in the field will be plotted against the 
other factors. 

From this data, the CAA hopes to determine which 
attributes are important in selecting inspection per- 
sonnel. Eventually, it may be possible to rewrite the 
requirements for inspector positions on the basis of 
this information. 


Senate Ratifies Chicago Convention 

The U, S. Senate has ratified the International Civil 
Aviation Convention drawn up at Chicago in 1944. 
Similar action by 26 countries will make the Provi- 


sional International Civil Aviation Organization a 
permanent body. 
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CAA Foreign Office 
Is Opened in Paris; 


Eight More Planned 


The Civil Administration 
opened an office in Paris early in August, the 
first of nine new foreign offices to be estab- 
lished during the coming year. 

Also slated to begin operation within the 
next three months are offices at Cairo, Shang- 
hai, and London. Within the following three 
months, offices will be established in Sydney, 
Australia, and Mexico City. Two additional 
offices will be established during the last half 
of the fiscal year at locations to be selected. 

Already Have Three—The nine new foreign of- 
fices will be in addition to existing stations at Lima, 
Peru; Rio de Janeiro; and Balboa, C. Z. 

Henry Wilkens, Chief of Foreign Administrative 
Management, has left for London and Cairo, where 
he will make final arrangements for establishing 
field offices at those locations. 

Howard W. Helfert, air carrier operations inspec- 
tor, will be Coordinator of the Paris office in addition 
to performing his safety regulation duties in connec- 
tion with U. S. flag lines operating on the Western 
European continent. Everett Keeler will be air car- 
rier maintenance inspector. The CAA expects to 
assign an air carrier radio inspector to this office at 
a later date. 

Helfert was stationed at Seattle as a CAA air 
carrier inspector until called to active duty. He 
served as a major with the Air Transport Command 
at Paris and elsewhere. Keeler was Assistant Chief 
of the CAA Air Carrier Maintenance Section in 
Washington, D. C., before the war, and served as a 
lieutenant colonel overseas with the Air Transport 
Command. 


Aeronautics 


Four Persons in Office—The standard comple- 
ment for each office will be three persons expert in 
air carrier operations, maintenance and radio, plus a 
clerk. They will be selected from seasoned CAA 
personnel, primarily on the basis of technical experi- 
ence, with language ability also a consideration. In 
technical matters, they will function through regular 
safety regulation channels. In matters involving 
general CAA international aviation policy, they will 
operate under the direction of the Foreign and Inter- 
national Service in Washington. Dealings abroad 
with carriers of foreign citizenship will be coordi- 
nated through U. S. Embassies in the respective 
countries, 

To coordinate foreign activities within the United 
States, a regional foreign staff officer is being ap- 
pointed in each region. Fred Novinger, formerly 
chief of air carrier inspection at Region 1, New 
York, has been named to the new post for that region. 
He will coordinate activities involving the safety 
regulation of U. S. overseas carriers at their bases 
within the region, the regulation of foreign carriers 
flying into the region, the international policy phases 
of the operation of WSY, the CAA overseas com- 
munication station at New York, and similar matters. 
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Q-—-Where may I get the CAA specifications for 
size and location of identification letters and figures 
on aircraft? E. J. 

A—Complete details for display of identification 
marks on conventional aircraft are given in Safety 
Regulation Release No. 185. Address your request 
to the CAA Office of Aviation Information, Depart- 
ment of Commerce, Washington 25, D. C. 
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in his letter to the Air Transport Association of 
America, and suggested that the airlines “give care- 
ful consideration to noise reduction in the specifica- 
tions set down for new equipment.” 

He also demanded that airline pilots “strictly 
observe all existing rules regarding altitudes when 
approaching and leaving airports,” and suggested 
that they “give every consideration practicable to 
the reduction of noise nuisances to persons on the 
ground.” 

Noise Remedies—Research into the noise prob- 
lem has already indicated ways of making airplanes 
quieter. Among the suggested noise remedies for 
propellers are the use of either a larger propeller or 
one with three or four blades, the use of multiple 
propellers, and the cowling of the entire propeller. 
Several light planes now use mufflers to quiet engine 
noise. A Bureau of Standards test has also found 
that a considerable reduction in engine noise could 
be obtained merely by the use of an exhaust manifold. 

Quiet in Cabins—Pointing out that noise inside 
the plane has been curbed for passenger benefit, 
John H. Geisse, Assistant to the Administrator for 
Personal Flying, has expressed confidence that the 
same effort applied to outside noise can silence both 
the airplane propeller and engine. 

“We can now only hope that the industry will 
tackle this problem, not tomorrow but today, so that 
we may at the earliest possible moment be in a 
position to demonstrate to our citizens that it has 
been solved, and that future airplanes will not dis- 
turb their peace and quiet.” 

The CAA long has deplored unnecessary noise 
from airplanes, and has asked Congress for funds 
to accelerate the development of quieter engines and 
propellers. The requests have not as yet been 
granted. 
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CAA Announces 
Changes to Be Made 


In Constellations 


The Civil Aeronautics Administration on 
August 2 announced adoption of a program 
to bring the Constellations back into regular 
airline service. The announcement followed 
a meeting of government officials with repre- 
sentatives of the airlines and manufacturers 
concerned. 

Modifying Planes——Lockheed Aircraft Corpora- 
tion informed the Civil Aeronautics Administration 
that it expects to complete the changes on a number 
of planes by August 24 and the airlines are simul- 
taneously making modifications in their own shops. 

“These changes,” said Administrator T. P. Wright, 
“embody the recommendations of Lockheed, Wright 
Aeronautical Corporation, the airlines and the CAA, 
and we are confident that when they are made this 
advanced transport airplane will carry on the great 
safety record of U. S. aviation, which has been 
achieved by continuous cooperation of manufacturers, 
airlines and government.” 

Changes Specified—tThe principal changes to be 
made are: 

1. Replacement of bulkhead electrical connectors 
with redesigned assembly and of aluminum con- 
ductors in generator circuits with copper cables. 

2. Insulation of circuit breakers to eliminate short- 
ing, or their replacement with copper fuses. 

3. Additional fire extinguisher protection in the 
rear section of the power plant installation. 

4. Installation of improved exhaust collector rings. 


Other changes involve redesign of certain items in 
the electrical and hydraulic systems. 

In addition to the engineering changes, flight tests 
were to be made by the manufacturers preliminary to 
returning the Constellation to service. Also, im- 
proved operating and maintenance techniques for 
carburetor engines are being incorporated in the 
operating certificates of the airlines. 

Subject to satisfactory completion of all required 
tests, the CAA approved the program agreed to by 
the airlines and the manufacturer for the progressive 
modification of Constellations to incorporate the more 
efficient fuel injection engines. 

Fundamentally Sound—‘“It should be under- 
stood clearly,” said Administrator Wright, “that the 
steps which have been taken previously to keep the 
plane out of service until a program of changes could 
be finalized were procedural only. The CAA con- 
siders the Constellation design to be fundamentally 
sound and with the improvements in equipment being 
made, we will have no hesitation about approving it 
for use by the public, whose agents we are.” 

Because of the satisfactory character of the pro- 
gram outlined above, the proceeding before the Civil 
Aeronautics Board relating to the Constellation air- 
worthiness certificates was withdrawn by the CAA. 
New certificates will be issued upon completion of 
the modification program, replacing the existing cer- 
tificates which are being turned in by the airlines. 


Air Mail Decreases 


Board figures show that less air mail is being 
flown in the U. S. now that the war is over and the 
soldiers returned to their homes. The mail ton-miles 
flown by the 20 domestic airlines for the first four 
months this year decreased 40.69 percent compared 
to the first four months in 1945. Other phases show 
increases, with express ton-miles up 5.12 percent; 
revenue miles, 53.21 percent; and revenue pas- 
senger miles increased 74.05 percent over the cor- 
responding four-month period in 1945. 
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Caribbean Area Meeting 
To Be Held in U. S. | 


Twenty countries besides the United States 
plan to have representatives at the PICAO 
Caribbean Area meeting which will open in 
Washington, D. C., August 26. 

The Caribbean session is the third of the regional 
air navigation meetings being held in all the traffic 
areas of the world for the purpose of applying and 
adapting PICAO standards to each particular region. 
Meetings have already been held for the North 
Atlantic and European-Mediterranean areas. 

To Apply PICAO Standards—In the Washing- 
ton session, the countries which expect to operate 
air services or to be on air routes, will develop de- 
tailed procedures for applying PICAO standards to 
the area. They will deal with any air navigation 
problems peculiar to the region and will also deter- 
mine the type and location of air navigation facili- 
ties required for scheduled international air service 
within the area. 

U. S. Spokesmen—C. I. Stanton, CAA Deputy 
Administrator, will be U. S. delegate with Glen A. 
Gilbert, Chief of the CAA Technical Mission, alter- 
nate delegate. Another top U. S. representative will 
be Chief Technical Adviser R. D. Hoyt, CAB Co- 
ordinator of International Regulations. Serving in an 
international capacity will be Secretary General of 
the Conference Walker Percy, CAA-PICAO Coordi- 
nator; and Deputy Secretary General of the Confer- 
ence Clark Willard, Division of International 
Conferences, State Department. 

Countries invited to the meeting are Argentina, 
Brazil, Canada, Chile, Colombia, France, Mexico, 
Netherlands, Peru, United Kingdom, Costa Rica, 
Cuba, El Salvador, Guatemala, Haiti, Honduras, 
Nicaragua, Panama, Venezuela and the Dominican 
Republic. 


PICAO Divisions Re-meeting—With the main 
groundwork laid for a world-wide system of air rules, 
the various divisions of the PICAO council’s air navi- 
gation committee are beginning their second round 
of meetings to keep international standards current 
and progressive. 

The “aerodromes, air routes and ground aids” divi- 
sion, first on the schedule, met at Montreal, July 2, 
Convening dates for the 





for a four weeks’ session. 
remaining divisions are given below. 

The divisions will complete unfinished business, 
review previous standards developed, and consider 
recommendations developed at regional navigation 
meetings. 

On the schedule for the first time is the “special 
radio technical” division which will meet October 30 
to decide which radio aid system is to be adopted 
internationally. Before that date the United States 
and Great Britain plan to put on demonstrations of 
all types of radio aids to air navigation for compari- 


‘ 


son, 
PICAO Regional Meetings 


Aug. 26, 1946 
October 1946 


Caribbean Area (convening state—United States) 
Middle East Area (convening state—Egypt) 

South Pacific Area (cenvening state—Australia) ..Feb. 1, 1947 
South American Area May 1947 
South Atlantic Area June 1947 
South East Asia Area September 1947 
North Pacific Area..... ; Oct. or Nov. 1947 
Africa-Indian Ocean Area Indefinite 


PICAO Divisional Meetings (Montreal) 


Meteorological Protection of Internat’l. Aeronautics Oct. 29, 1946 


Special Radio Technical Division Oct. 30, 1946 
Communications and Radio Aids to Navigation Nov. 19, 1946 
Search and Rescue (SAR) , Nov. 26, 1946 
Rules of the Air & Air Traffic Control Practices. . Dec. 3, 1946 
Personnel Licensing (PEL) Jan. 7, 1947 
Aeronautical Maps and Charts (Map) Jan. 14, 1947 
Accident Investigation (AIG) Feb. 4, 1947 
Airworthiness (AIR) Feb. 18, 1947 
Operations (OPS) Feb. 25, 1947 


Research Started 
On Cross-wind Gear 
For Small Planes 


Cross-wind landing gear for small high- 
wing airplanes will be investigated, and per- 
haps developed, under a contract recently 
signed between the Goodyear Aircraft Corpo- 
ration and the Civil Aeronautics Administra- 
tion. 

A successful cross-wind landing gear would 
permit more use of single-runway airports. 
Small airplanes of the present type can use 
such airports only when favorable winds are 
blowing. Cross-winds throw severe strain on 
conventional landing gear, and frequently 
cause ground looping and similar accidents. 


Gear for Low-wing Planes—Cross-wind gear al- 
ready has been installed on a PT-19 under a CAA 
experimental contract with the Fairchild Engine and 
Airplane Corporation. The PT-19 has shown excel- 
lent landing and takeoff characteristics in test flights, 
although problems connected with taxiing still are 
under study. Equipment of the PT-19 type could 
then be readily developed for use on any low-wing 
plane in which the landing gear is attached to the 
wings. 

The contract with Goodyear is intended to develop 
landing gear for small planes in which the under- 
carriage is attached to the fuselage. The govern- 
ment will furnish an Army surplus Piper J-3 for 
the Goodyear experiments. 

The Goodyear experiments will be conducted in 
three steps. First will be construction of a towing 
test rig in which the wheels will caster freely up to 
30 degrees, turning on an axis within the wheel 
hubs. Motion pictures will be made of the towing 
tests at speeds of 25 to 60 miles an hour. 

When what appears to be a satisfactory gear has 
been developed for the tow rig, an experimental gear 
will be installed on the Piper for taxi and flight 
tests. As the tests continue, necessary modifications 
will be made in this gear. 

If the first two steps produce a satisfactory cross- 
wind gear, Goodyear will deliver the airplane with 
its new equipment to the CAA for demonstration 
purposes. 


Allowed 7 months—The Goodyear contract calls 
for expenditure of about $23,000 and completion of 
the work in seven months. Any patents resulting 
from the experiments will be the property of the 
United States Government. The work is being done 
under a Congressional appropriation of $150,000 for 
this phase of developing a better personal airplane. 

John H. Geisse, CAA’s Assistant to the Adminis- 
trator for Personal Flying Development, said similar 
contracts for experiments on tricycle landing gear 
will be negotiated in the next few months if funds 
are available. 


Flight Information Manual 


The first edition of the CAA “Flight Information 
Manual” a companion publication to the “Airman’s 
Guide” was issued July 1. This book, to be pub- 
lished twice a year, catalogues in alphabetical order 
the air navigation facilities in the U. S. 

It contains a list of airports; coast guard DF serv- 
ices; standard broadcast stations; instruments ap- 
proach procedures; and radio frequency and identifi- 
cation listings. 

This book may be obtained upon request to the 
CAA Office of Aviation Information, Department of 
Commerce, Washington, D. C. 
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Mounting Passenger and Plane Traffic 
At D. C. Airport Indicates National Trend 


AIRLINE PASSENGERS ENPLANING AND DEPLANING 
40 .00C WASHINGTON NATIONAL AIRPORT 





Some indication of the increasing numbers of per- 
sons in the U. S. who are using planes to travel is 
shown by the passenger and plane traffic handled at 
the Washington National Airport. 

More than 120,000 passengers passed through the 
gates of the Washington National Airport during 
June, an increase of 10,500 passengers (9%) over 
May, the peak. The 120,000 
figure represented an average of 4,000 passengers 
daily. 63,000 boarded planes 
(enplaned) while incoming transports unloaded (de 


highest previous 


Some passengers 


Nonsecheduled Carriers Allowed 
More Time for Formal Actions 


Nonscheduled carriers are being allowed more time 
to register with the Civil Aeronautics Board, and also 
to apply to the Civil Aeronautics Administration for 
operating certificates under Part 42. 

The deadline date allowed for filing with the Board 
a registration statement and a financial and traffic 
report now required by the economic regulations has 
been changed from July 15 to September 3. Com- 
ments on the proposed revisions to the nonscheduled 
exemption order may also be filed until that date. 
After September 3, the Board plans to hold a hearing 
to permit the carriers to express their views in person 
on the proposed changes. 

The Board has also advanced the effective date of 
nonscheduled safety rules, Part 42, from 
August 1 to September 15. The certificate required 
under Part 42 is a safety measure applied by the 


the new 


CAA, and bears no relation to the economic regula 
tions. 

All nonscheduled carriers who think they might 
come under Part 42 are being urged to apply for 
their operating certificate by letter sent either to 
the CAA regional offices or Washington headquarters. 
Those applying before September 15 will be eligible 
to continue operation (as far as the Part 42 require 
ments are concerned) until the CAA can take action 
on their applications. 

The letter should contain (1) the name of the 
operator (2) principal operating base (3) statement 
that the company is now in operation and (4) that 
certification is desired under Part 42. If it is de- 
termined later that certain operators do not come 
under Part 42, they will be notified. 

Following receipt of the letters of application, 
CAA regional offices will send the applicant the 
necessary form to fill out and return. Inspections of 
aircraft and facilities will then be made by CAA. 


104 





AIRCRAFT ARRIVALS AND DEPARTURES 
WASHINGTON NATIONAL AIRPORT 
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planed) almost 58,000 passengers during the month. 

9,200 airline transport landings made at 
the airport in June 1946 compared with 6,600 a year 
ago, a gain of 39% in this phase of air traffic. Total 
air trafic for June, including military, itinerant and 
local planes as well as air carriers, came to 16,800 
arrivals and departures—an increase of more than 
2,400 (17%) over June 1945. The June 1946 total 
meant that an average of 560 planes a day landed ur 
took off at the National Airport, or an average of a 
plane every 2'2 minutes. 


were 


June Output of 3,489 Planes 
9 percent Over May Production 


Monthly plane production continued to climb in 
June with the total number produced reaching 3,489 
planes, valued at $32,440,000. 
for June over the 3,198 airplanes shipped the previous 


This is a 9% increase 


month. However, value dropped off 26% from the 
$44,000,000 figure recorded in May. 

Civil Plane Production—Civil airplane produc- 
tion came to 3,429 planes valued at $21,000,000 
a gain of 12% in numbers over May but a 13% 
Personal plane manufacturers con- 
Combined output of 


decline in value. 
tinued to step up their output. 
2, 3 and 4-place plane manufacturers climbed from 
3,001 to 3,380 planes (13%). This increase, how- 
ever, was not enough to offset the drop from 72 to 
which occurred in the shipments of 
executive, feeder, and airline transport models. 
June 1946 (civil plane 


classification) follow: 


19 planes 


figures on shipments 

By number of places (fixed-wing planes): 2-place, 
3,202; 3 and 4-place, 178; over 5-place, 49; total, 
3,429. 

By number of engines: 1 engine, 3,381; multi- 
engine, 48. 

By total rated hp (all engines): 1-74 hp, 2,147; 
75-99 hp, 1,042; 100-399 hp, 191; above 400 hp, 49. 

Corresponding figures for the month of May 
were presented on page 87 of the July 15, 1946, issue 
of the Civil Aeronautics Journal. 

Military Plane Production—During June, 60 air- 
planes (excluding experimental and special purpose 
shipped to the military 
While these 60 planes represented less than 2% of 
the industry’s numerical total, they accounted for 
35% of the total value of shipments during June. 


aircraft) were services. 


Wright Studies Use 
Of Alaskan Airways 
For Route to Asia 


A detailed inspection of the Northwest and 
Alaskan facilities of the Civil Aeronautics 
Administration to study details for the use of 
this route by civil air carriers to Asia has 
been completed by Administrator T. P. Wright 
and members of his staff. 

Although these CAA facilities were of pri- 
mary importance in the use of the Alaska route 
by military aircraft during the war, certain 
modifications are necessary in order that they 
may serve efficiently the needs of American 
civil air carriers. 

The many CAA installations in that area were 
found to be in excellent condition and readily adap- 
table for use in the “top of the world” route. 

Money Well Spent—In addition to future serv- 
ices to scheduled air carriers the study emphasized 
the importance of air navigation facilities throughout 
Alaska to nonscheduled and private fliers in opening 
up the Territory. With one-fifth the area of the 
United States and a total population of only about 
75,000 people, the potentialities of Alaska are almost 
unlimited. To realize them properly, however, re- 
quires large scale air travel. Mr. Wright returned, 
feeling that the Congress and people of the United 
States can be reassured that the large expenditures 
made in Alaska for an airways system is money well 
spent. 

Mr. Wright was accompanied by A. S. Koch, As- 
sistant Administrator for Field Operations; Fred 
Lanter, Assistant Administrator for Safety Regu- 
lation; W. E. Kline, Assistant Administrator for Fed- 
eral Airways and A. L. Preil, Assistant Administrator 
for Business Management, the offices of the CAA 
charged with primary responsibility for the efficient 
establishment and operation of the facilities; and 
several other members of the CAA operational staffs. 

Saw Aircraft Factories—The group also visited 
aircraft factories, located in the CAA’s Sixth and 
Seventh Regions with headquarters at Santa Monica 
and Seattle, in order to learn at first hand the plans 
and progress being made in the development of new 
aircraft. Among these were the Douglas, Boeing, 
North American, Northrup and Lockheed factories 
where Mr. Wright was given a preview of new de- 
partvres in aircraft design. 

The group then inspected the CAA Aeronautical 
Center at Oklahoma City which recently was moved 
from Houston, Texas. This CAA operation, believed 
to be the only one of its kind in the world, is used 
for the continual training and “checking out” of 
CAA inspectors to assure complete and thorough 
knowledge of the constantly advancing aviation 
techniques and as well to achieve standardization. 

A brief review of problems of the Fifth Region 
which has its headquarters at Kansas City com- 
pleted the itinerary. 

“These inspections are part of the CAA program 
to keep the Washington staff completely informed as 
to field operational problems and conditions so that 
there may be a continual awareness of the ‘grass 
roots’ problems,” Mr. Wright said. 





Student Pilots Crowding CPT Record 


A total of 17,775 student pilot certificates was is- 
sued by the Civil Aeronautics Administration during 
June, 1946. This is the largest number issued for 
any single month since the peak month during the 
Civilian Pilot Training Program. If the present rate 
continues, the 1940 high of 110,938 student pilot cer- 
tificates issued will be exceeded during 1946. 
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United to Compete 
With Pan American 
On Hawaiian Route 


Terming United Air Lines the carrier which 
will be able to provide single-carrier service 
for most of the nation’s passenger traffic which 
has moved to Hawaii in the past, the CAB has 
given United the 2,392-mile San Francisco to 
Honolulu route, furnishing competitive service 
with Pan American. 

United, a transcontinental carrier serving 65 U. S. 
cities, will be able to feed traffic from the coastal 
cities of Boston, New York, Philadelphia, and Wash- 
ington, D. C., and the interior cities of Cleveland, 
Detroit, Toledo, Chicago, Des Moines, Omaha, Den- 
ver and Salt Lake City, the Board said. 

The carrier also has a north-south route along the 
Pacific coast, serving San Diego, Los Angeles, San 
Francisco, Portland and Seattle. 

To Reopen Case—Unable to agree on a carrier 
for the Los Angeles-Honolulu route, the Board is 
reopening the case to select a second carrier for this 
service, Chairman Pogue and Member Branch held 
that United Air should be allowed to serve Los 
Angeles as well as San Francisco in its Hawaiian 
operation, while members Lee and Ryan declared 
themselves in favor of awarding the Los Angeles- 
Honolulu route to Hawaiian Airlines. 

Member Lee, in a concurring and dissenting opin- 
ion, pointed out that the two routes are entirely dif- 
ferent and that the Los Angeles-Hawaiian run should 
be primarily for service from Southern California to 
the Islands, and provide connecting service at Los 
Angeles for TWA, American Airlines and Western 
Air Lines. He declared that there is sufficient busi- 
ness for Pan American Airways and United from 
San Francisco, and for Pan American and other 
carriers from Los Angeles. 

Island Carrier—Hawaiian, a subsidiary of Inter- 
Island Steam Navigation Co., now operates over 365 
route miles between Honolulu and various islands of 
the Hawaiian group. In connection with its ap- 
plication, Hawaiian proposed a plan whereby Inter- 
Island would divest itself of control of the airline. 

Pan American provided Hawaiian service on its 
routes to the Orient and New Zealand until Dec. 
7, 1941 when all of its trans-Pacific operations were 
suspended. In its plans for resuming service, Pan 
Am proposed use of larger aircraft operating two 
daily schedules in each direction. 


Board Names New Secretary 
To Take Over Broader Duties 


Minot C. Mulligan has been appointed Secretary 
of the Civil Aeronautics Board, a position to which 
more responsibilities have been added. His duties 
encompass certain broad problems of administrative 
management. Fred A. Toombs, Secretary since 1943, 
will remain with the Board and will continue to per- 
form many of his same duties in the position of As- 
sistant Secretary. 

Mr. Mulligan comes to the Board from the Recon- 
struction Finance Corporation where he has been 
employed since 1932. During the war he served in 
the Air Transport Command of the Army Air Forces 
from the date of his enlistment in November 1942 
until his honorable discharge in October 1945 in the 
rank of lieutenant colonel. Mr. Mulligan was in over- 
seas service for three years with the India-China 
Division of the Air Transport Command and the 
European division of that command. While in the 
service, his responsibilities were in the fields of man- 
agement control and planning. 
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Alaskan Lines May Make 
Charter Trips to U. S. 


To place Alaskan carriers on a par with U. S. 
nonscheduled and charter operators, the Civil Aero- 
nautics Board has announced that they may now 
engage in charter trips and other special services to 
points outside of Alaska as well as inside. 


In permitting Alaskan carriers to fly charter and 
nonscheduled operations between the Territory and 
points in the U. S., the Board specified that such 
trips must originate at, or be destined for, a point on 
the route which the carrier is authorized to serve by 
its certificates. For example, an Alaskan carrier 
certificated to serve Anchorage may now fly charter 
trips from that city to the U. S., and trips originating 
in the U. S. may be flown to that city. 


The Board order was issued as an amendment to 
sec. 292.2 of the Economic Regulations. The original 
regulation issued in October 1942, established a spe- 
cial classification known as “Alaskan Air Carriers” 
who are entitled to certain exemptions from the 
Economic Regulations which do not apply to cer- 
tificated domestic carriers. 

Under the Act the Board may establish such 
classifications or groups of air carriers as are required 
by the nature of the services performed. 





Overseas Mail Rates 
Set by the Board 


Rates of mail pay have been set by the Civil Aero- 
nautics Board for the transatlantic operations of 
American Overseas, TWA and Pan American, and 
for the transpacific operations of Pan American. 

For mail service during 1945, the Board set Ameri- 
can Overseas’ pay rate at $1.50 per U. S. mail ton- 
mile and tentatively set the same price in a show- 
cause order for Pan American’s operations to Ber- 
muda, Europe, Africa and Asia. Both carriers were 
issued show-cause orders setting a temporary rate of 
75 cents beginning January 1, 1946. 

Temporary rate proposed in a show-cause order 
for TWA’s service to Europe, Africa and Asia is 75 
cents beginning February 5, 1946. The show-cause 
order issued for Pan American’s transpacific routes, 
including the routes between San Francisco and 
Hong Kong and Singapore and between San Fran- 
cisco and Auckland, New Zealand, prescribes a tem- 
porary rate of 85 cents beginning November 15, 1945. 

All four of the show-cause orders prescribing tem- 
porary rates state that the mail rate proceedings for 
these companies “remain open and will be continued 
until adequate experience and operating data have 
been accumulated to provide a sound and reliable 
basis for the determination of a fair and reasonable 
final rate.” ‘ 

No mail rate is now in effect over Pan American’s 
transpacific routes because during the war its entire 
transpacific operations were conducted under con- 
tract with the Navy. The temporary rate of 85 cents 
per ton-mile proposed for those operations becomes 
effective on November 16, 1945, when commercial 
operations were resumed by Pan American. The 
carrier's entire transatlantic operations during the 
war were also conducted for the Navy so that the 
tentative rates of $1.50 and 75 cents per ton-mile are 
made effective when regularly scheduled commercial 
service on transatlantic routes was resumed by Pan 
American on January 1, 1945. 

American Overseas also conducted contract opera- 
tions for the Navy during the war, and its rate is 
effective as of January 1, 1945, the date of the re- 
sumption of commercial service. 


Pan Am. Will Serve 
Dublin and Frankfurt 
On European Routes 


The transatlantic certificate of Pan Ameri- 
can has been amended to include Dublin, Eire, 
as an intermediate stop on the route from the 
United States to London, and Frankfurt, Ger- 
many, as an intermediate stop between Brus- 
sels, Belgium, and Prague, Czechoslovakia. 
The Board also granted a temporary exemp- 
tion to Pan American enabling it to fly from 
Vienna, Austria, to Istanbul. Turkey, via 
Naples, in order that service to Turkey would 
not be delayed by the present failure to secure 
certain operating rights in the Balkan coun- 
tries through which Pan American is cer- 
tificated. 

In the same opinion the Board denied Pan Ameri- 
can’s application to serve Paris in addition to Mar- 
seilles. The Board also refused to grant permission 
to Pan American to provide general service into 
Spain and restricted the carrier to operations into 
Barcelona. 

Can’t Stop in Balkans—The decision of the Civil 
Aeronautics Board represented a slight deviation 
from the area concept patterned in the North At- 
lantic Route Case. The deviation was dictated by 
certain operating practicalities. In authorizing Pan 
American to fly from Vienna to Istanbul, via Naples, 
it was recognized that maintenance of schedules re- 
quired that Pan American would have to be granted 
an intermediate stop between Vienna and Istanbul. 
Although the certificate of Pan American entitles it 
to engage in foreign transportation through the 
Balkan area, negotiations have not yet been com- 
pleted which would enable stopovers. As a result it 
would be practically inexpedient for Pan American 
to fly directly from Austria to Turkey. The present 
need for immediate operation into Turkey and points 
beyond provided the basis for the Board decision. 

The Board amended Pan American’s certificate en- 
abling intermediate point privileges at Dublin in 
addition to Shannon, Eire, recognizing the impor- 
tance of Dublin as a trade center and traffic gen- 
erating point. 

Holds to Pattern—In denying Pan American’s 
application to provide one-carrier United States flag 
service between London and Paris, the Board re- 
fused at this time to change the area philosophy of 
the North Atlantic Route opinion. In the present 
decision the Board stated, “Actual experience with 
the route pattern we have authorized may well dis- 
close traffic potentialities outside that pattern for 
which adjustments should be made. The Board 
naturally will seek to evaluate data of this nature and 
direct changes that the public interest, in the light 
of new evidence, may dictate. Later developments 
may establish that it would be wise, for example, not 
only to admit Pan American to Paris: but to bring 
about an integration between the Central European 
system of Pan American and its route that now ends 
in Marseilles. But to date transatlantic operations 
have only begun. The potentialities present in the 
existing routes have yet to be fully explored and the 
need for additions and changes is today too specu- 
lative to warrant most of the request contained in 
the pending application.” 


Trans-Canada Begins U. S. Service 

Trans-Canada Airlines, recently granted foreign air 
permits for service to five U. S. cities, has commenced 
operation from Toronto to Cleveland and from 
Toronto to Chicago. 
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Six Medical Officers 
Appointed to Posts 
In CAA Regions 


The Civil Aeronautics Administration now 
has medical officers in the first six regions, 
with appointments to the seventh and eighth 
As yet the CAA has not 
heen authorized to place an officer in Hono- 
lulu (Ninth Region). 

The regional medical officers will review physical 
referred to them, and can take final 
They will advise safety 
regulation personnel on waivers of physical defects 
and adaptation of aircraft to fit such defects. 

The post at Santa Monica, Calif., covering Region 
6, is filled by Dr. Eldridge S. Adams, who was Chief 
of the CAA Medical Section until called to active 
duty in the Air Surgeon’s Office in 1940. He has 
been associated with the Department of Commerce 


regions pending. 


examinations 


action on approvals. also 


ce 
ge 


in various aviation medicine capacities since 1927, 
with the exception of a period from 1933 to 1936 when 
he set up an aviation medicine organization for the 
Chinese Government at the Central Aviation School in 
Dr. Adams has held a commercial pilot 
certificate since 1939, 

Region 1, with headquarters in New York City, is 
assigned to Dr. Albert J. Herbolsheimer. He was one 


Hangchow. 


of the first medical examiners designated by the com- 
merce Department, and in 1940 was assigned to the 


Washington Office, where he has been Acting 
Assistant Director of the Aviation Medical Service. 


\ veteran of World War I, Dr. Herbolsheimer prac 
ticed medicine in Minneapolis for 15 
served as a member of the Board of Public Welfare 
of that city. 

Assigned to Fort Worth, headquarters for Region 4 
is Dr. Walter A. Ostendorf, who has been Chief of the 
Operational Hygiene Division in the Washington 
office. Dr. Ostendorf is a both World 
Wars, serving 34 months overseas in the more recent 
conflict and achieving the rank of colonel. He prac- 
Antonio, Texas, until joining 
the CAA in 1939. During 1941 he organized a medical 
examiner force for the CAA in every nation of Cen- 
tral and South America and the Caribbean. 

More recently appointed are Dr. A. S. Sanchez, 
Region 2, with headquarters at Atlanta, Ga.; Dr. Paul 
Huber, Region 3, Chicago; Dr. Paul Platt, Region 5, 
Kansas City. 

All of men have CAA 


medical examiners and have served until recently as 


years, and 


veteran of 


ticed medicine in San 


these been designated 


flight surgeons in the armed forces. 


Maclay Returns to Board Staff 
As Assistant General Counsel 


Back from service in the Navy, Hardy K. Maclay 
Assistant General Counsel, 
Division of the Civil Aeronautics 
The position was made vacant by the 


assumed his duties as 
Finance-Legal 
Board, July 1. 
promotion of Emory T. Nunneley, Jr., to the post of 
General Counsel of the Board. 

Mr. Maclay joined the staff of the General Coun- 
sel of the Board in 1942. 
employed by the U. S. Department of Justice, Trial 
and Appellate Section of the Criminal Division, and 
by the Office of Price Administration. From 1934 to 
1939, Mr. Maclay practiced law in Chicago, Ill. 

He was graduated from the University of Chicago 


Prior to that time he was 


in 1930, and received his law degree, cum laude, from 
Northwestern University in 1935. 
March 1944 to March 


lieutenant in the U. 


1946, Mr. Maclay 


S. Navy, and saw 


From 
served as a 
service in the Pacific. 
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| CAA and CAB Releases 


Copies of CAA releases may be obtained from the 
CAA Office of Aviation Information. CAB releases 
are obtainable from the Public Information Section 


of the Board. Both offices are located in the De- 
partment of Commerce Building, Washington 25, 
mn <. 


Administration 


“CAA Personnel Commended in Search for Army 
Plane.” July 3. 

“CAA Sponsors Aerial ‘Practice Teaching’ at Uni- 
versity of Tenn.” July 7. 

“Rules Outlined for Flights over Canada.” 

“CAA to Open Nine New Foreign Offices.” July 14. 

“Wright and Staff Inspect Alaska Facilities and 
CAA Field Operations.” 

“Research Program to Reduce 
Urged by Wright.” July 15. 

“30-Day Emergency Suspension of Constellation 
Certificate is Ordered by CAA.” 

“Fee Set by CAA for Aircraft 
Air Agency Certificate.” 


Airplane Noise 


Recordation and 


“Changes Announced in CAA Legal Offices.” 
July 21. 
“School Bell Rings for CAA Inspectors.” July 21. 


“New CAA Form Makes Defects Reports Easy.” 
July 22. 

“The Federal Airport Act—Aviation’s Challenge 
and Opportunity”—Speech given by William A. M. 
Burden, Asst. Secretary of Commerce, before the Na- 
tional Aeronautic Association’s Convention, Omaha, 
Nebr., July 17. 

“The Federal Government—Benefactor of Non- 
Scheduled Aviation?”—Speech by George W. Bur- 
Assistant to Mr. Burden, before National Aero- 
nautic Association Convention, Omaha, Nebr., July 18. 


ess 
Se > 


Board 


United Air Lines, 
Inc., to engage in air transportation of persons, 


Hawaiian Case—authorizing 


property, and mail between San Francisco, Calif., 
and Honolulu. July 2. 
Latin American—reargument and _ reconsideration 


of need for additional through service between east- 
ern cities of U. S. and Balboa, C. Z., and certain 
points on routes presently operated by Pan American 
Airways in Caribbean area. July 15. 

Minot C. Mulligan appointed to position of See- 
retary of CAB. July 16. 

Alaskan Air Carriers permitted to engage in char- 
ter trips and other special services to or from points 
within or outside Alaska. July 16. 

Rates of mail pay set for transatlantic operations 
of American Overseas Airlines, Iac., Transconti- 
nental & Western Air, Inc., and Pan American Air- 
ways, Inc., and the transpacific operations of Pan 
American Airways, Inc., July 17. 

Foreign air carrier permits granted to two Colom- 
bian airlanes, Lineas Aereas TACA de Colombia, and 
Aerovias Nacionales de Colombia. July 19. 

Comments to Secretaries of War and Navy on 
request of ATA to make available C-54E’s to replace 


grounded Constellations. July 19. 


Trans-Atlantic Certificate of Pan American 
amended to include Dublin, Eire, and Frankfurt, 
Germany, as intermediate stops. July 22. 

Mileage  statistics—twenty domestic airlines. 
July 22. 


Mrs. Dorothy P. Brown appointed as confidential 
assistant to James M. Landis, Chairman of the 
Board. July 24. 

Stanley Gewirtz appointed as executive assistant 
to James M. Landis, Chairman. July 24. 
clarification of issue. 


Constellations’ grounding 


July 24. 


Two Colombian Lines 
Get Routes to U. S. 


Aereas TACA de 


Colombia 


Two Colombian airlines, Lineas 
Colombia and Aerovias 
have been granted foreign air carrier permits for 
service from Colombia to the Canal Zone and Miami, 
Fla. 

Lineas Aereas TACA’s two routes are from Bogota, 
Colombia, to Balboa, Canal Zone; and from Bogota 
to Miami via intermediate points in Jamaica and 
Cuba. Aerovias Nacionales may operate 
Bogota and Balboa; and between Barranquilla, Co- 
lombia, to Miami without intermediate stops. 

The permits are based on an air service agreement 
dating back to 1929 which requires reciprocity of 
both countries, but which does not call upon either 
country to grant all the routes requested. Accord- 
ingly, the Board denied the applicants their re- 
quested service to New York, indicating that no 
U. S. line operates a one-carrier between 
New York or Washington and Colombia. 

Stating that Eastern Airlines and National Airlines 
now provide excellent service between New York and 
Miami, and Eastern provides service between Wash- 
ington and Miami, the opinion implies that it would 
be unreasonable to grant a foreign airline a privilege 
so far denied to our own air services. 

Pan American, Panagra, and Uraba, Medellin and 
Central Airways (UMCA) now operate 
lombia, and Braniff Airways has recently been au- 
thorized for Colombia service. 

Col. Clarence M. Young, a Member of the Board, 
in a concurring opinion, states that “the various con- 
siderations presented in the particular case suggest 
the need for a review of the existing agreement 
with a view to substituting some other arrangement 
between the two countries—one which more nearly 
takes into account the developments in international 
air transportation since 1929, and one which suitably 
covers, among other things, the matter of substantial 
ownership and effective control rather than a mere 
reference to the National registration of aircraft.” 


Nacionales de 


between 


service 


into Co- 


Plane Production Matching 
Foreeast in CAA Publication 


With almost half as many planes being produced 
in one month of 1946 as there were in the entire 
peak prewar year of 1941, the aviation industry is 
making strides toward achieving, if not exceeding, 
the 400,000 personal plane goal forecast by “Civil 
Aviation and the National Economy.” In May 3,073 
civil aircraft were produced. Total output for 1941 
was 6,844. 

This 147-page illustrated study, designed to give 
a detailed picture of what is and can be in store 
for American civil aviation, has met a steady de- 
mand. Copies are still available at 55 cents. The 
second edition may bear an increased price however. 

While “Civil Aviation and the National Economy” 
projects the trend, the “CAA Statistical Handbook” 
(25 cents) gives facts and figures on accomplished 
progress in every phase of the industry. 

Issued annually, with supplementary sheets printed 
as material becomes available, the “CAA Statistical 
Handbook” serves as a handy reference volume. 

Among other CAA books which are highly popular 
are the “Path of Flight” (40 cents) of which 21,301 
copies have been sold, and “Realm of Flight” (60 
cents) with 12,148 copies sold. 

Both are written for the private pilot. “Path of 
Flight” gives a simple and practical explanation of 
navigation, and “Realm of Flight” imparts weather 
wisdom. 

All of these publications may be purchased from 
the Superintendent of Documents, Government Print- 
ing Office, Washington 25, D. C. 
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Learn Canadian Rules 
Is CAA Caution to 
Alaskan-bound Pilots 


United States pilots planning to fly to Alaska 
via Canada over the Northwest Staging Route 
are advised by the Civil Aeronautics Admin- 
istration to familiarize themselves with and 
adhere to appropriate Canadian regulations. 

Violations of these regulations, according to 
W. P. Plett, CAA Regional Administrator for 
\laska, have made necessary several alerts by 
the RCAF which cost the lives of search pilots 
or the loss of their aircraft. 

May Require Bond—Continued violations, Plett 
warned, might cause the Canadian Government to re- 
quire posting a bond by everyone flying the route. 
Operators flying over the more remote sections of 
Canada already are required to post a bond to cover 
the cost of possible searches in the event of overdue 
flights. 

The flight to and from Alaska by way of Canada 
is not a dificult or dangerous feat. However, the 
Canadian Government has set up certain minimums 
that are required before the flight can be made. 
Rigid supervision over the movement of transient 
aircraft has been put into effect by the Canadian 
Northwest Air Command. 

Fuel and Food Requirements—All flights into 
Canada should be in accordance with C.A.P. 100 
Part Il “Flying Orders for the Royal Canadian Air 
Force”, and C.A.P. 384 “Pilots Handbook of Radio 
Navigation Facilities”, volume II. The fuel require- 
ment is that sufficient gas must be carried to fly 45 
minutes in addition to the actual flight time. Emer- 
gency food, five pounds per person, in waterproof 
containers must be aboard the craft before it takes 
off. 

All aircraft flying over the Staging Route must be 
equipped with two-way radio and must carry such 
emergency equipment as cooking utensils, compass, 
matches, fishing equipment, sleeping bags, snow shoes 
and either sufficient mosquito netting or tent to pro- 
tect the passengers and crew. 

Landing and accommodation charges must be set- 
tled on a pre-payment basis. The actual flight plan 
of transient pilots must be made on Canadian Form 
F48 and hold the signature of a Canadian official. 
Full information and proper forms and regulations 
may be obtained by writing to: North West Air Com- 
mand, Edmonton, Alberta, or Department of National 
Defense, Ottawa, Canada. 


Foreign Pilots Ferrying Planes 
Given Special CAA Certificates 


For the convenience of foreign pilots ferrying 
planes from the United States, a “limited pilot 
certificate” will be issued by the Civil Aeronautics 
Administration to an applicant who has a valid pilot 
certificate issued by his native country. It will be 
honored here as long as that certificate is valid. 

A CAA inspector will give the applicant an oral 
examination in U. S. air traffic rules, and may record 
on the certificate whatever limitations he may deem 
appropriate to insure safety. The ability of the 
applicant to speak and understand English will be 
considered important in this matter of limitations. 
A limited pilot certificate does not entitle the holder 
to fly in this country for hire, and, for the present 
at least, is limited to those ferrying planes beyond 
our borders, and to foreign pilots flying U. S. 
registered planes in this country for personal use, 
or to maintain pilot competency. 


AUGUST 15, 1946 

















Military Pilots versus Light Planes... 


These 


Some quarter of a million war pilots are coming back without their military ships. 


airmen are becoming civilians by thousands and many continue flying in whatever planes 


they can buy, rent, or borrow. 


of accident results largely from pilot unfamiliarity with small civilian planes 


And quite a new type of accident is happening. 


This type 
unfamiliarity 





with the limitations of the plane and disregard for safety factors sometimes far more important 


in little ships than in large ones. 

Now, military pilots are good pilots. They know 
how to fly the various planes with which they have 
fought—and won. But, many dislike being checked 
out in light planes. Pride (which often precedes a 
fall) and ego—somewhat desirable traits for combat 
pilots—enter into this fact. 

Of the returning airmen only a few have the per- 
sonal means to fly privately except infrequently and 
then in small planes of low horsepower. It’s a far 
cry indeed from an 8,800 horsepower B-29 to the 
limited performance of the 65 horsepower ship. 
There’s also quite a difference between the several 
thousand feet per minute climb of a fighter and the 
few hundred feet per minute of the puddle jumper. 

Most military pilots have been trained on aircraft 
of progressively increasing horsepower. Transition 
from one aircraft to another has meant more horse- 
power, more performance, and, in a sense, increased 
safety because of these. The military pilot has 
ended an honored era of his life with a working 
understanding of the safe handling of powerful air- 
craft. Therefore, if he is to fly a small plane safely 
a reversed transition, in effect a step down, is neces- 
sary. “Why?” asks the pilot. The reason is simple 

merely because the small plane has vastly different 
characteristics. How many admirals accustomed to 
battle wagons would drown if they got into an 
Eskimo’s kayak? 

Light airplanes, contrary to popular belief, are not 
easy to fly simply because they are small. Because of 
the relatively small spread between their minimum 
and maximum speeds, light wing-loading and short 
range, they can be dangerous if the pilot does not 
know their limitations. The ex-military pilot is ac- 
customed to a great deal of horsepower with result- 
ing high maneuverability. If he attempts to fly the 
puddle jumper like a fighter he will be sticking his 
neck out more than he ever did in a fighter. Unless 
he is willing to accept the necessary step down he is 
asking for trouble for himself and others. 

Most tactical ships land twice as fast, more or less, 
as light civilian planes and are flown from perfectly 
smooth strips a mile or so long. Often the landing 
direction is determined by considerations other than 
the wind which has far less effect on the fast-landing 
airplane than it does on the puddle jumper. Greas- 
ing a fighter at 100 miles per hour onto a mile of 
concrete is an exact sort of operation—but, so is 
landing a light plane cross-wind in a small, uneven 
field. These are different skills. 

Returning pilots should realize that their aircraft 
and other aircraft near which they fly often have 
greatly varying speeds requiring flexible and elastic 
traffic patterns, whereas military flying generally has 
been with a group, squadron, or organization using 
identical airplanes of the same characteristics. 
frequently very tight—is taught 
In civilian flying there 


Formation flying 
in the services for defense. 


is rarely any reason for aircraft being flown close to 
one another. The small civilian plane is not designed 
for easy formation flying. Its air and engine con- 
trols are not precise enough for such flying and it 
does not have enough reserve power or maneuvera- 
bility. The returning military pilots should bear this 
in mind, and also that whereas he always sat upon 
a good parachute, very few civilian pilots or pas- 
sengers are so equipped. In this and other countries 
frightful accidents have occurred when parachute- 
equipped Army pilots have flown into transport 
planes filled with passengers without parachutes. 

It is quite noticeable among military pilots, par- 
ticularly young ones, that disdain is felt for those 
who fly liaison and other small planes. This seems 
to be reflected in the general idea that the bigger 
or faster the airplane, the harder it is to fly. True, 
familiarization with the big plane takes longer but 
the actual flying is not much different. This attitude 
toward pilots of slow planes is not logical, because 
a person can be killed as readily falling from a 
housetop as from 10,000 feet. 

Military pilots are charged only with piloting. 
Maintenance, servicing, appearance, and often the 
log books are taken care of by others. This is not 
true with much private flying where the pilot must 
do these things himself. The ex-military pilot who is 
to fly small civilian aircraft successfully must adapt 
himself to the limitations of the airplane, to its main- 
tenance, and adherence to civil flight rules and air 
courtesies which frequently did not exist in the war 
theaters. 

Low-level ground attack was taught to countless 
military pilots and was useful against the enemy de- 
spite the many collisions with trees, wires, and other 
planes that it entailed. No civilian plane should be 
dived and zoomed at people, animals, or houses. It 
is illegal and outright dangerous. A recent out- 
standing case is that of the 20-year old ex-military 
pilot diving on—and killing one of—the students of 
the school where he had taught. So, for the 
sake of yourself, your passenger, people on the 
ground, and the man who owns the plane, drop the 
idea completely. Even if it is hard to do—amounting 
to a repudiation of what you were taught in the 
service—drop it! 

In conclusion, you ex-military pilots should not 
feel that any reflection on your skill is implied in 
being checked out in the small civilian plane—the 
presence of the best girl or relatives notwithstanding. 
Most small plane operators have a wealth of experi- 
ence in safety of flight, which they are glad to 
share, and are as hot in their type of flying as you, 
Mr. Ex-Military Pilot, were in yours. 

(The above is the text of Safety Bulletin No. 169-46 issued by 
the Safety Bureau of the Civil Aeronautics Board. This Bulletin 
has been printed in pamphlet form, copies of which are available 


at 5 cents each from the Superintendent of Documents, Govern- 
ment Printing Office, Washington 25, D. C.) 
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Official Actions . . . 


. - . - 7 oa 2 2 


Civil Aeronautics Board 





Airline Orders 


Service 


No. 4905 permits Ponca City, Okla., and Sooner Airlines leave 
to intervene in the Texas-Oklahoma Case—Docket 337 et al. 
(June 25) 

No. 4906 denies petition of Gulf Airlines, an applicant in the 
Texas-Oklahoma Case, that the Board receive into the record 
certain new evidence alleged to show the scope of certain con 


tract cargo and passenger operations, et commenced since the 


date of the hearing. (June 21) 

No. 4908 denies petition of Linea Aerea TACA de Venezuela, 
( A. for leave to intervene in the application of Aerovias 
Venezolanas, S. A., for a foreign air carrier permit. (June 21) 


No. 4909 permits Air France to serve New York, N. Y., on or 
June 25, through the use of La Guardia Airport. (June 24) 
4910 amends certificate of Colonial Airlines for route 
72 to include Poughkeepsie, N. Y Rutland, Vt., and Saranac 
Lake-Lake Placid, Plattsburg, and Malone, N. Y., as intermediate 
points, and to authorize service to Glen Falls, N. Y., without 
seasonal restriction. Amends certificates of Eastern Air Lines, 
for routes 5 and 6 to include Providence, R. 1., as an inter 
mediate point, subject to a condition. Amends certificate of 
Northeast Airlines for route 27 to include Stamford-Norwalk, 
Conn 1s an intermediate point between New York, N. ” 
Newark, N. J., and Waterbury, Conn.; to include Portsmouth, 
N. H., and Saco-Biddeford, Maine, as intermediate points between 
Lawrence, Mass., and Portland, Maine; to include Brunswick, 
Rockland, and Belfast, Maine, as intermediate points between 
Portland and Bangor, Maine; and to include Islip and Riverhead, 
N. Y., New London, Conn., and Newport, R. L., as intermediate 
points between New York-Newark and New Bedford-Fall River, 
Mass.: to authorize service beyond New London to Providence, 
R. 1... and Boston; to authorize service between New York-Newark, 
Bridgeport, New Haven, and Hartford, Conn., Springfield. North 
ampton and Greenfield, Mass., Keene and Claremont, N. H., and 
White River Junction, Vt.; and to authorize service between 
Portland and Lewiston-Auburn, Maine, North Conway, N. H. (dur- 
ing the season June 1 through September 30 of each year), Berlin, 
N. H., and St. Johnsbury, Montpelier-Barre, and Burlington, Vt.. 
subject to certain conditions, 

Authorizes E. W. Wiggins Airways to transport persons, prop- 
erty, and mail, for three years: (a) between Albany, N. Y., and 
Boston, Mass., via Bennington, Vt., Keene and Manchester, N. H., 
und Lawrence, Mass.; (b) between Albany and Boston via Adams 
North Adams, Greenfield, Orange, Fitchburg, and Lowell, Mass.: 
(c) between Albany and Boston, via Pittsfield, Northampton 
Springfield, Southbri¢ Worcester, and Framingham, Mass.: and 
(d) between Springfield and Boston, via Hartford and Willi- 
mantic, Conn., Providence, R. I., and Taunton and Brockton 
Mass subject to certain conditions. Defers decision on ap 
plications of All American Aviation, Hylan Flying Service 
Norseman Air Transport, and Page Airways, insofar as they re 
quest authorizations for service in New York State Denies ap 
plications of Colonial, Eastern, Northeast, All American Aviation, 
Hylan Flving Servic Norseman Air Transport, Page Airways 
und E. W. Wiggins Airways, except as indicated above, and of 
Northern Airlines, Inc., Putnam Airlines, and Springfield Feeder 
Lines Dismisses applications of Mayflower Airlines, Air Trans 
portation Company, Fitchburg and Leominster Airways, Max 
Dach, and Skyway Corporation. (Issued with an opinion 
June 13). 

No. 4911 grants the Cities of Austin and Brownsville, Tex., 
Texarkana, Ark./Tex., and Bartlesville and Enid, Okla., leave to 
intervene in the Texas-Oklahoma Case. (June 24) 

No, 4912 dismisses, upon the request of Federal Airlines Co., 
their application for a certificate. (June 24) 

No. 4913 permits Trans-Canada Air Lines to serve Chicago, Il. 
through the regular use of Chicago Municipal Airport, on or 
about July 1. (June 24) 

No. 4914 permits Pan American Airways to serve Sao Paulo, 
Brazil, on or about July 1, through the use of Cumbica Fld., on 
route FAM-5. (June 24) 

No. 4918 temporarily exempts Hakon Christensen, an individual 
doing business as Christensen Air Service, from the provisions 
of Title IV of the Civil Aeronautics Act, insofar as they would 
otherwise prevent the carrier from temporarily performing service 
on a regular or scheduled basis between Anchorage and Seward, 
Alaska (June 25) 

No. 4919 orders that 90 days from June 25 be designated as a 
period within which Alaska Airlines shall either resume opera- 
tions on its route between Anchorage and Seward, Alaska, in 
accordance with the terms of its certificate, or, if such operations 
are not resumed within said period, show reasonable cause why 
the Board should not direct that its certificate shall thereafter 
cease to be effective. (June 25) 

No. 4920 orders that 90 days from June 
period within which Pacific Northern Airlines (formerly Wo 











5 be designated 





Airways) shall either resume operations on its route between 
Anchorage and Seward, Alaska, in accordance with the terms of 
its certificate, or, if such operations are not resumed within said 
period, show reasonable cause why the Board should not direct 
that its certificate shall thereafter cease to be effective. (June 25) 

No. 4921 permits the Raleigh, N. C. C. of C. to intervene in the 
Southeastern States Case, Docket 501 et al. (June 26) 

No. 4922 permits the City of Pensacola, Fla., to intervene in 
the Southeastern States Case. (June 26) 

No. 4923 rescinds order No. 1808 which authorized Catalina Air 
Transport to temporarily suspend service on its route between 
the terminal points Avalon, Santa Catalina Island and Los An 
geles, Calif., via the intermediate point, Wilmington, Long 
Beach, Calif. (June 26) 

No. 4924 permits United Air Lines to inaugurate on July 1, 
nonstop service between Los Angeles and Avalona, Santa Cata 
lina, Calif., on behalf of Catalina Air Transport. (June 26) 
». 4926 temporarily exempts Transcontinental & Western Air 
from the provisions of sec. 401 of the Act insofar as thore pro 
visions would otherwise prevent TWA from serving Madrid, 
Spain as an intermediate point between authorized points in 
Portugal and Algeria (June 26) 

No. 4928 permits American Overseas Airlines to serve Boston, 





Mass., on July 1, through the use of the Logan International 
Airport. (June 27) 
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No, 4929 permits Western Air Lines to serve Jackson, Wyo., 
on its route 19, on or about July 1, through the use of Jackson 
Municipal Airport. (June 27) 

No. 4930 permits United Air Lines to inaugurate on July 1, serv- 
ice to Los Angeles, Calif., through the use of the Los Angeles 
Airport. Service is on behalf of and with the consent of Cata- 
lina Air Transport. (June 27) 

No. 4931 permits the City of Hagerstown, Md., to intervene 
in the Southeastern States Case. (June 27 

No. 4932 dismisses, upon the request of Grant W. Madsen, 
applications (Dockets 2172 and 2173) for certificates. (June 27) 

No. 4934 consolidates applications of Southern Arizona Airlines, 
Docket 2335, and American Airlines, Docket 2342, in the Arizona- 
New Mexico Case; dismisses application of Mrs. T. W. Lanier, 
Docket 1783; permits Eastern Air Lines to intervene in the 
Arizona-New Mexico Case. (July 1) 

No. 4935 orders that United Air Lines be issued a certificate 
authorizing it to transport persons, property and mail between 
the terminal points Honolulu, T. H., and San Francisco, Calif.; 
denies applications of United, Docket 1385, except as granted 
above, Hawaiian Airlines, Docket 851, Matson Navigation Co., 
Docket 1065, Northwest Airlines, Docket 1110, Western Air Line 
Docket 1383, and the Ryan School of Aeronautics, Docket 14 
dismisses application of The Ryan Aeronautical Co., Docket 1372, 
for approval of control under sec. 408 of the Act. (Issued with 
an opinion—May 17) 

No. 4936 orders that the Hawaiian Case (see order No. 4935) 
be reopened for reargument and reconsideration on the issues 
pertaining to the selection of a second air carrier to be author- 
ized to engage in transportation between Los Angeles, Calif., and 
Honolulu, T. H. (July 1) 

No. 4938 denies application of Ellis Air Transport for an 
exemption from the provisions of sec. 401(a) of the Act. 
(July 

No. 4939 consolidates various applications proposing scheduled 
air transportation of property, or property and mail only, within 
the continental United States into one proceeding—the Air 
Freight Case—Docket 810 et al. (July 1) 

No. 4940 grants various applications for leave to intervene in 
the Air Freight Case. (July 1) 

No. 4941 grants Page Airways’ petition for leave to intervene in 
the Middle Atlantic Case—Docket 674 et al. (July 2) 

No. 4942 temporarily exempts Pioneer Air Lines from the 
limitations, etc., contained in its temporary certificate for route 
64 insofar as they would prevent Pioneer from operating a daily 
supplemental schedule between Houston and San Angelo via 
Austin, Tex. (June 26) 

No. 4943 dismisses, upon the request of counsel for TWA, their 
application Docket 1755, for amendment of a certificate. 
(July 2) 

No. 4944 denies Eastern’s application, Docket 2347, for an 
exemption order pursuant to sec. 416 of the Act. (July 3 ) 

No. 4948 denies petition of the City of Tifton, Ga., requesting 
that the Board amend the certificates of applicant air carriers 
whose applications have been consolidated into the Kansas City- 
Memphis-Florida Case, Docket 1051 et al, to include air service 
to Tifton, or, in the alternative, that the Board institute an in- 
vestigation on its own motion as to the Tifton area air service 
needs, and, in either event, consolidates same into Docket 1051 
et al. (July 8) 

No. 4949 denies the motion of Gregg County, Tex., that Delta 
Air Lines be temporarily authorized to render service to Gregg 
County pending a decision in the Mississippi Valley Case. 
(July 8) 

No. 4956 permits Braniff Airways to inaugurate on July 10, 
nonstop service between Amarillo, Tex., and Denver Colo., on 
route 15. (July 10) 

No. 4957 permits Pan American Airways to inaugurate on July 
10. nonstop service between Rio de Janeiro, Brazil and Monte- 
video, Uruguay. (July 10) 

No, 4958 permits United Air Lines to use the Merced and 
Modesto Municipal Airports and the Salinas Airport to serve 
Merced, Modesto and Salinas, Calif., beginning July 15. (July 11) 

No. 4959 permits National Airlines to use Hunter Fld. to pro 
vide service for Savannah, Ga., beginning July 15. (July 11) 

No. 4960 permits United Air Lines to use Klamath Falls Naval 
Air Station to serve Klamath Falls, Ore., beginning July 16. 
(July 11) 

No. 4961 permits the City of Evansville, Ind., to intervene in 
the Southeastern States Case—Docket 501. (July 11) 

No. 4962 permits the Cities of Boston, Mass., Roanoke, Va., 
and Winston-Salem, N. C., Forsyth County, N. C., and the 
Chambers of Commerce of Delaware, Inc., and Lynchburg, Va., to 
intervene in the Boston-New York-Atlanta-New Orleans Case— 
Docket 730 et al: denies the Jackson, Miss., Chamber of Com- 
merce, the Louisville, Ky., Board of Trade and Louisville and 
Jefferson County Air Board leave to intervene in the proceeding. 
(July 11) 

No. 4963 denies motion of Pacific Air Lines for immediate 
hearing on their applications for certificates. (July 1) 

No. 4965 permits the City of Wilmington, N. C., and New 
Hanover County, N. C., to intervene in the Southeastern States 
Case—Docket 501. (July 12) 

No. 4966 permits the University of Ill. and the Cities of 
Champaign and Urbana, Ill., to intervene in the Great Lakes 
Area Case—Docket 535 et al. (July 12) 

No. 4967 permits the City of Springfield, Ill., and the Spring- 
field Airport Authority to intervene in Docket 535 et al. 
(July 12) 

No. 4968 permits American Airlines to inaugurate on July 15, 
nonstop service between Nashville, Tenn., and Little Rock, 
Ark., on route 23. (July 12) 

No. 4969 permits Pennsylvania-Central Airlines to inaugurate 
on July 15, nonstop service between Traverse City and Detroit, 
Mich., on route 41. (July 13) 

No. 4973 permits Colonial Airlines to inaugurate on or about 
July 20, nonstop service between Plattsburg and Massena, N. Y. 
and between New York, N. Y./Newark, N. J. and Plattsburg, 
on route 72. (July 15) 

No. 4974 permits Colonial Airlines to inaugurate service to 
Plattsburg, N. Y. and Saranac Lake-Lake Placid, N. Y. on 
July 20 through the use of the Plattsburg Municipal and Saranac 
Lake Airports. (July 15) 

No. 4975 dismisses, upon the request of Wm. Beatus and Silver 
States Airways, their applications for certificates. (July 15) 

No. 4976 permits Transcontinental & Western to serve Boston, 




















Mass., immediately, through the use of Logan Airport. (July 15) 

No. 4977 reopens Latin American Service Case proceeding for 
further argument and reconsideration of Board Order No. 4793 
with respect to (a) the denial of the applications of Colonial, 
Eastern and National Airlines insofar as they propose through 
service between Balboa, C. Z., one or more of the intermediate 
points Barranquilla, Colombia, Kingston, Jamaica, Havana, 
Cuba, and cities in the eastern part of the United States; and 
(b) the denial of the applications of Pan American Airways, 
insofar as they propose service at Curacao, N. W. L., on its 
Miami-Caracas route and at Havana, Cuba, on its Miami-Kings- 
ton-Balboa and Miami-Kingston-Barranquilla routes; denies all 
other petitions and requests. (July 12) 

No. 4978 directs Transcontinental & Western Air to show cause 
why the Board should not adopt the findngs and conclusions in 
the Statement attached to this order, and upon the basis thereof 
fix, determine and publish the rate given in the Statement as 
the fair and reasonable temporary rate of compensation to be 
paid TWA for mail transportation in its Atlantic Operations on 
and after Feb. 5, 1946. (July 15) 

No. 4979 amends proceeding to include the fixing and determin- 
ing of fair and reasonable rate or rates of compensation to be 
paid Pan American Airways, for mail transportation on and 
after Jan. 1, 1945, between all points between which Pan Am 
was, presently is or hereafter may be, authorized by its trans- 
atlantic certificates to carry mail to points in Bermuda, Europe, 
Africa and Asia; directs Pan Am to show cause why the Board 
should not make final the findings and conclusions in the State- 
ment attached to this order and upon the basis thereof fix, 
determine and publish the rates given in the Statement as those to 
be paid Pan Am for mail transportation in its Atlantic Operations 
during the calendar year 1945 and on and after Jan. 1, 1946, 
pending the determination of the final rate in the proceeding. 
(July 15) 

No. 4980 amends proceeding to include the fixing and deter- 

mining of fair and reasonable rate or rates of compensation to be 
paid Pan American Airways for mail transportation on and after 
Nov. 16, 1945, between all points between which Pan Am presently 
and hereafter is authorized to carry mail by its transpacific cer- 
tificates; directs Pan Am to show cause why the Board should 
not adopt the findings and conclusions set forth in the Statement 
attached to this order and upon the basis thereof fix, determine 
and publish the rate given in the Statement as the temporary 
rate to be paid Pan Am for mail transportation in its Pacific 
Operations, and on and after Nov. 16, pending the determina- 
tion of the final rate in the proceeding. (July 15) 
o. 4981 amends proceeding to include the fixing and deter- 
mining of fair and reasonable rate or rates of compensation to be 
paid American Overseas Airlines (formerly American Export Air- 
lines. Ine.) for mail transportation on and after Jan. 1, 1945, 
between all points between which American Overseas was, is. or 
hereafter may be authorized to carry mail by its certificates; 
fixes rate of compensation for mail transportation for calendar 
yr. 1945 between points between which American Overseas was 
authorized to carry mail at $1.50 per ton-mile, or fraction thereof, 
of mail carried, computed monthly on airport-to-airport statute 
mileage: orders that this proceeding remain open pending the 
entry of an order or orders fixing a final rate or rates of com- 
pensation to be paid American Overseas on and after Jan. 1, 
1946. (Issued with an opinion—July 15) 

No. 4992 orders that (1) permits be issued to Lineas Aereas 
TACA de Colombia, S. A.. authorizing it to engage in foreign 
transportation (a) between the terminal point Bogota, Colombia. 
an intermediate point in Jamaica, and in Cuba, and the terminal 
point Miami, Fla.; and (b) between the terminal point Bogota. 
Colombia, intermediate points in Colombia and the terminal 
point Balboa, C. Z.; (see provision (2) of preceding order No. 
4991); denies application of Lineas Aereas TACA de Colombia, 
S. A. in all other respects. (Issued with an opinion—July 21) 

No. 4993 temporarily exempts Alaska Scenic Air Service from 

the provisions of Sec. 401(a) of the Civil Aeronautics Act of 
1938, and from the regulations of the CAB promulgated under 
Title IV of the Act, excepting Sec. 238.1, insofar as they would 
otherwise prevent the carrier from continuing to engage in trans- 
portation of the same nature, extent, regularity. and frequency as 
was rendered by it within the Territory since May 1945; subject 
to certain provisions, this order and the exemption granted shall 
continue in effect until the Board renders its decision in the pro- 
ceeding—Docket 2026. (July 17) 
No. 4994 temporarily exempts Wood Flying Service from the 
provisions of Sec. 401(a) of the Civil Aeronautics Act of 1938, 
and from the regulations of the CAB promulgated under Title IV 
of the Act, excepting Sec. 238.1, insofar as they would otherwise 
prevent the carrier from continuing to engage in transportation of 
the same nature, extent. regularity, and frequency as was ren- 
dered by it within the Territory since October 1945; subject to 
certain provisions, this order and the exemption granted shall 
continue in effect until the Board renders its decision in the pro- 
ceeding—Docket 2161. (July 17) 

No. 4995 temporarily exempts Allen A. McGregor from the pro- 
visions of Sec. 401(a) of the Civil Aeronautics Act of 1938, and 
from the regulations of the CAB promulgated under Title IV of 
the Act, excepting Sec. 238.1, insofar as they would otherwise 
prevent the carrier from continuing to engage in transportation 
of the same nature, extent, regularity, and frequency as was 
rendered by him within the Territory since December 1945; sub- 
ject to certain provisions, this order and the exemption granted 
shall continue in effect until the Board renders its decision in 
the proceeding—Docket 2085. (July 17) 

No. 4982 directs the American Overseas Airlines to show cause 
why the board should not adopt the findings and conclusions set 
forth in the Statement attached to this order and upon the basis 
thereof fix, determine and publish the rate given in the State- 
ment as the fair and reasonable temporary rate of compensation 
to be paid American Overseas for mail transportation over its 
entire system, on and after Jan. 1, 1946, pending determination of 
the final rate in the proceeding. (July 15) 

No. 4985 permits Colonial Airlines to inaugurate on July 20, 
nonstop services between Glens Falls and Plattsburg, N. Y., be- 
tween Saranac Lake-Lake Placid and Massena, N. Y. and between 
Saranac Lake-Lake Placid and Plattsburg on route 72. (July 16) 

No. 4986 permits Colonial Airlines to inaugurate on July 20 
nonstop services between New York, New York/Newark, N. J., and 
Saranac Lake-Lake Placid, N. Y. and between Albany and Platts- 
burg. N. Y. and between Glens Falls and Saranac Lake-Lake 
Placid on route 72. (July 16) 
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No. 4991 orders that (1) permits be issued to Aerovias 
Nacionales de Colombia, S. A., authorizing it to engage in fore 





insportation (a) between the terminal points Barranquilla, 
Colombia. and Miami, Fla. and (b) between the terminal points 
Bogota, Colombia—intermediate points in Colombia—and Balboa, 
; (2) unless terminated at an earlier date pursuant to the 
terms of said permits or of the agreement relating to air trans- 
an exchange of notes on Feb. 23, 1929, 
permits shall terminate (a) at 
agreement unless a new one 





port services effected by 
between the U. S. and Colombia, the 
the termination or expiration of the 
shall have been effected which shall provide for the operation by 

Colombian carrier of the route or routes authorized by said 
permits; (b) upon the effective date of any amendment to said 
igreement, which shall have the effect of eliminating any route 
or routes authorized from the routes which may be operated by 
Colombian airlines; or (c) upon such date as any permit or per- 
mits granted by the Board to some other carrier designated by the 
Government of Colombia pursuant to a bilateral agreement in 
lieu of the holder thereof shall become effective; denies the appli- 


cation of Aerovias Nacionales de Colombia, S. A., in all other 
respects. (Issued with an opinion—July 21) 
Miscellaneous 
No. 4907 approves an agreement by and between several airlines 
relating to furnishing of materials and supplies to off-line points. 


(June 21) 

No. 4916 dismisses 
Adams for approval of interlocking 

No. 4925 denies motion of Colonial Airlines that the 
of Pennsylvania-Central Airlines for approval of a 
merger of Northeast Airlines with Penn-Central and of the trans- 
fer of the certificates of Northeast to Penn-Central be summarily 
dismissed and denied. (June 26) 


application of Braniff Airways and C. G. 

relationships. (June 25) 

application 
proposed 


No. 4947 approves joint application of John H. Keefe and 
Railway Express Agency for approval of interlocking relation- 
ships. (July 8) 


Nos. 4950 and 4951 disapproves Agreement CAB No. 480 
dated Sept. 20, 1945, as amended on Nov. 24, 1945, (designated 
as Agreement CAB No. 480-A-2) between Reseau des Lignes 
Francaises (Air France) and Transcontinental anid 
Western Air, relating to schedules to be operated by Air France 
and TWA and the rates to be charged on such schedules: 
confirms approval of Agreement CAB 480-A, dated Sept. 29, 1945 
between Air France and TWA, relating to the furnishing of 
mutual assistance in their respective international air transport 
operations, approved by Board order of 10/30/45, 
by order of 11/26/45; orders released for public disclosure Agree 
ments CAB Nos. 480, 480-A and 480-A-2. (Issued with an opin 
ion—July 8) 

No. 4953 approves an agreement by 
Air Lines and Lin Aereas Mexicanas, 
line ticketing arrangement. (July 9) 

No. 4970 approves agreement between Braniff Airways anid 
United Air Lines relating to refueling of Braniff’s aircraft by 
United at Moline, Ill. (July 13) 

No. 4971 approves agreement between Braniff and Chicago and 
Southern Air Lines relating to Chicago and Southern’s use of 
Braniff’s remote radio site at Chicago, Ill. (July 13) 

No. 4983 approves agreements by and between American Air 
lines and various carriers by motor vehicles relating to pick-up 
and delivery service within terminal areas. (July 16) 

No. 4990 authorizes public hearing on certain resolutions 
1 through 14—adopted by the North Atlantic Traffic Conference of 
the International Air Transport Assn.—relating to establishment 
of rates, fares and charges. (July 17) 


Aeriennes 


as superseded 





and between Continental 
S. A., relating to inter 





Airman Orders 


Suspensions 


No. 4927 suspends mechanic certificate of Norman Harold 
Lawson for 30 days because he endorsed an engine logbook for 
certifying that he supervised the 
(June 26) 
certificate of Leo 


in engine which was installed, 
top overhaul of the engine when he had not. 

No. 4946 suspends for 60 days the private 
McCue for carrying a passenger who was under the influence of 
intoxicating liquor, contrary to 43.406. (July 8) 

No. 4952 suspends for six months the student certificate of 
Kenneth Holmes Mitchell for careless and reckless flying in the 
vicinity of Hinckley Field, Ogden, Utah. With only 12 hours 
solo he attempted formation flying with another aircraft which 
resulted in a mid-air collision. 

No. 4955 suspends for 30 days the private certificate of Harvey 
Daniel Dalman for flying in the vicinity of Monticello, Minn.. 
after sunset without showing position lights; and for taking off 
from Victory Airport without sufficient fuel and oil to carry him 
to first intended landing. (July 9) 

No. 4964 suspends the airline transport certificate of Floyd P. 
Klee for seven days. He failed to test the aileron controls to the 
full limit of travel prior to take-off run, and left a control block 
left aileron which prevented proper functioning of the 
Besides the seven-day suspension, Klee 
pilot in command of Braniff Airways’ regularly scheduled flight 
9-16 from Kansas City, was demoted to copilot for 64 days; given 
two line checks and an instrument flight check, and was required 
to take and pass a written exam on the CAR’s before being 
restored to position as a captain. 

No. 4984 suspends airman certificate with commercial pilot, 
airplane single engine land and sea, and flight instructor ratings 
of John Schneller, Jr. until July 18, 1946, and thereafter until 
he passes a written exam on Parts 20, 43 and 60 of the Regu- 
lations. Schneller, because of a misunderstanding of the re- 
quirements of the Civil Air Regulations, and the Civil Aero- 
nautics Act of 1938, permitted Walter C. Blattman to pilot a 
civil aireraft from the New Orleans, La., airport, and to carry 
a passenger, although Blattman did not hold a valid pilot cer- 
tificate. as required by Regulation 43.400. (July 16) 

No. 4987 suspends commercial certificate of Cornell H. Schultz 
for 6 months because he violated the provisions of sections 
60.105(b) and 60.101 of the Civil Air Regulations. (July 16) 

No. 4988 suspends commercial certificate of Ralph R. Petersen 
for 90 days because he violated the provisions of sec. 60.3503 of 
the Regulations. (July 16) 

No. 4989 suspends commercial certificate of James R. Holland 
for 6 months because he violated the provisions of section 
60.105(a) and 60.101 of the Regulations. (July 16) 


AUGUST 15, 1946 


in the 
aileron on the take-off. 


Air Regulations ... 





of August I, 1946 








TITLE } No. 
| 
| 
Aircraft 
Airworthiness Certificates......... ni wet og 01 
Type and Production Certificates ? | 02 
Airplane Airworthiness—Normal, U tility, Acrobatic, 
and Restricted Purpose Categories... . , 031 
Airplane Airworthiness........ 04 
Airplane Airworthiness Transport C ate ae | 04-0! 
Rotorcraft Airworthiness................... sic 06 
Engine Airworthiness. ...... } 13 
Propeller Airworthiness ie ie | 14 
E quipment Airworthiness. . 15 
Radio Equipment Airworthiness r ‘ 16 
Ms aintens ance, Repair, and Alter ation of Aircraft, 
Engines, P. rope sellers, Instruments....... eaten 18 
Airmen 
Pee SU. cdc avwereealan — | 20 
Airline Pilot Rating..... i | 21 
Lighter-than-air Pilot Certificates ee | 22 
Mechanic Certificates. . . cian ed a | 24 
Parachute Technician Certificates. . 25 
Traffic Control Tower Operator Certific ates........ } 26 
Aircraft Dispatcher Certificates....... ; : | 27 
Physical Standards for Airmen. ........ a 29 


Operation Rules 





Air Carrier Operating Certification. | 40 
Scheduled Air Carrier Operations Outside Conti- 
tien ie cbc mkbdnies deuees aK rrr 41 
Nonscheduled Air Carrier Certifie } 42 
General Operation Rules........... | 43 
Foreign Air Carrier Regulations 44 
Transportation of Explosives and other Dz angerous 
Rains Va axcathcate eolasaerecniencsoe. 49 
Air Agencies 
Airman Agency Certificates......... 50 
Ground Instructor ged ot ee eee 51 
Repair Station Rating. eid a eeiaae aaued kre oae 52 
Mechanic School Rating...... eee 53 
Parachute Loft Certificates and R:z atings = aca 54 
Air Navigation | 
Se NR co cage cial pane ante odbaeanns | 60 
Scheduled Air Carrier Rules....................+: 61 
| 
Miscellaneous 
Rules of Practice Governing Suspension and Revo- | 
cation Proceedings........ plese ice a ve 97 
NR, ca nweeuceenss ase wcete ater ra aber e 98 
Mode of Citation........ phew ae : 99 
Regulations of the Administrator | 
Aircraft Registration Certificates............. 501 
Recordation of Aircraft Ownership... . . | 503 
Notice of Construction or Alteration of Structures | 
on or near Civil Airways.............-2.000- | 525 
ere | 531 
Reproduction and Dissemination of Current Exami- 
DN TR iio 5 50500-0409 0ecces Pees 532 




















PART MANUAL 
No. of | | No. of 
Price | Date Amend- | Price Date Amend- 
|} ments | } ments 
$0.05 |10/15/42 1 | None} None 
Free | TILA Voces $0.10 | 3/15/45 
Free |11/13/45 |..... None | None . 
-15 | 11/1/43 3 45 7/1/44 2 
Free | TE/O/46 }...:..- None None | 
Free oy None | OO) eae 
.05 | 8/1/41 None | None 
-05 | 7/15/42 1 | .15 | 5/14/46 
Free | 4 /15/44 1 |No stock | 7/1/38 | 
.05 | 2/13/41 |No stock | 2/13/41 |. 
| | | 
QE} PAINE accscicet |] RIEIBIEN sixn coe 
| } | 
| | 
.05 7/1/45 | 3 | None None 
.05 | 10/1/42 | 3 None | None 
.05 |10/15/42 1 | None | None 
.05 | 7/1/43 | 12 None None | 
.05 [12/15/43 | 1 None | 
"05 |10/10/45 } 1 None | None | 
05 | 10/1/43 | 33 None | None 
.05 | 1/10/46 | . None | None | 
| 
-10 |10/10/44 84 None a ane eee 
| 
Free 9/1/45 2 None None | 
05 8/1/46 None 5 eee 
.05 7/1/45 5 None None | ee 
.05 7/1/45 og None None 
| 
.05 SPOPOD Anxwxesens None None | 
| 
.05 | 4/30/46 ooscce sf NO Stoek il 2 
.05 |12/15 /43 1 None | h aS 
-05 | 10/1/42 |..... = Free . ) ea 
.05 8/1/42 1 |No stock | ee 
O06 | 1/21/43 |........ None None 
.05 8/1/45 25 15 10/45 
.10 2/1/44 126 None | aor 
Free | 6/11/46 None ee 
-05 |10/15/42 None rn 
Free |11/15/40 |........ None 7 eee 
| 
Free | 3/31/43 | cated ase None ere re 
Free | 3/31/43 |...... None eee ee 
} | 
Free | 7/23/43 |...... None ae 
Free | 12/8/41 |........ None a 
Free | oe ee None | PM As ads dau 








1 Certain aircraft may comply with the provisions of this part or the 11/1/43 edition of Part 04. 
4 Special regulations 319, 319C 


and 340A. 
regulations 323A, 


3 Special regulation 355. 
323B, 361 and 361A. 





2? Special regulations 340 


, 361 and 361A. »% Special regulations 361 and 361A. 6 Special 


Note: Those parts and manuals for which there is a price are obtained from the Superintendent of Documents, Government 


Printing Office, Washington 25, D. 
rency is sent at — s risk. 
Washington 25, D. 
of Commerce, W hl 25, D. 


Remittances should be by check or money order, payable to the Superintendent. 
Amendments and free Parts are obtained from the Publications § 
; free Manuals and Regulations of the Administrator from the CAA Office of Aviation Information, Dept. 


Cur- 
Section, Civil Aeronautics Board, 





Revocations 


No. 4937 revokes the student certificate of Carl Ludwig Hanson 
for disregarding the lives and safety of others as well as the 
Civil Air Regulations. He carried a passenger in violation of 
43.50. The order further provides that Hanson shall not be 
issued any type of airman certificate prior to one year from the 
date of this order. (June 28) 

No. 4945 revokes the student certificate of James Robert 
Fletcher for low reckless flying near Pampa, Va. Also, with 
less than ten hours solo, he flew outside the local flying area 
designated by his flight instructor when he had not passed the 
written exam on parts 43 and 60, and when his certificate had 
not been endorsed by a flight instructor. The order further 
stipulates that Fletcher shall not be issued any type of airman 
certificate prior to one year from the date of this order. (July 3) 


Miscellaneous 
against Neal Wilson Merrill, 


who was charged with ‘‘zoom- 
between Westbrook and 


No. 4915 dismisses complaint 
holder of commercial certificate, 
ing’’ automobiles on a state highway 
Gorham, Me. (June 25) 

No. 4917 dismisses the complaint against Joseph Aloysius Dolan, 
holder of a private certificate, charged with low flying over Bal- 
timore. (June 25) 

No. 4933 stays effective date of Board’s order No. 4818, dated 
May 27, 1946, in the case of Roy James Carver, commercial pilot, 
until further order by the Board. (June 27) 

No. 4954 dismisses complaint against Wayne Hardy Dickerson, 


piloting an aircraft when he had 
under the influence 
neither charge was 


commercial pilot, charged with 
a known cer nae deficiency, and also while 
of sulfa drugs. The Board held that 
established. 

No. 4972 denies petition of Harry W. Markel asking modifica- 
tion of Board Order 4394 which revoked his student certificate 


for one year. (July 15) 


Regulations 
Reg. 368 Effective June 4, 1946 


Filing, Posting and Publishing of Tariffs by Air Carriers 
and Foreign Air Carriers—Amendment No. 2 of Section 224.1 
of the Economic Regulations—Paragraph P of section 224.1 of the 
Economic Regulations is hereby amended by adding thereto a 
new subparagraph (9) to read as follows: 

».9. Any air carrier or foreign air carrier is hereby authorized 
to make tariff changes upon less than statutory notice without 
further action by the Board upon the following conditions having 
been fulfilled: (i) An application for permission to make tariff 
changes upon less than statutory notice has been duly filed in 
the form and setting forth the information required by this para- 
graph; and (ii) such application has been approved in writing 
by the Director of the Economic Bureau of the Board; and (iii) 
the changes shall be made upon such notice as is approved by 
the Director of the Economic Bureau, and shall be only those 
specified in the application. 


(See Regulations page 111) 








109 








Domestic and Territorial Air Carrier Statisties 
Operations for June 1946 


Prepared from official reports submitted by the air carriers listed, to the Civil Aeronautics Board 








All Ame ote = Aviation, Ene. Pt ittsburgh-Huntington, James- 
ywn, Williamsport, Harrisburg, Philadelphia . Total 
American Airlines, Inc. rotal 
I \ les 
st iy valamdl New York-Chicago 
yston-New York . 
Cleveland-Nashville 
New York-Fort Worth or Oklahoma Cit 
whington-Chicago 
ort Worth 
Fort Worth-Mexico City 
Braniff Airways, Inc. Total 
Chieago-Dallas 
Denver-Brownsville; ‘Amarillo-Me »mphis 
Houston-Nuevo L nae or Corpus Christi 


Caribbean Atlantic Airlines, Inc., San Juan-Mayaguez and 





Christiansted Total 
Chicago & Southern Air Lines, Inc. Total 
Chieago-New Orleans 
Detroit-Houston 
Colonial Airlines, Inc. rotal 
New York-Montreal 
Washington-Montreal 
Continental Air Lines, Inc. Total 
Denver-El Paso-San Antonio 
Pueblo-Tulsa 
Denver-Kansas City 
Delta Air Lines, Inc Total 
Charleston or Savannah-Fort Worth 
Chicago-Miami 
Eastern Air Lines, Inc. Total 
Boston-San Antonio or Brownsville 
Boston oc Detroit-Miami 
Chicago-Jacksonville ‘ 
Atlanta-Miami; Tallahassee- Memphis 
Washington-St. Louis 
Hawaiian Airlines, Ltd., Honolulu-Hilo & Port Allen. Total 
Inland Air Lines, Inc. Total 
Denver-Great Falls 
Cheyenne-Huron 
Mid-Continent Airlines, Inc... Total 
Minneapolis-New Orleans 
Minneapolis-St. Louis-Kansas Cit; 
National Airlines, Inc. Total 


New York-Key West via Miami 
Jacksonville-Miami. . 


Northeast Airlines, Inc., New York-Caribou-Montreal; 
Jurlington-Montreal; Bangor-Moncton Total 
Northwest Airlines, Inc. Total 
Chicago-Seattle; Fargo- piece 
Minneapolis-Duluth 
Minneapolis-New York 
Pennsylvania-Central Airlines, Corporation Total 








Norfolk-Detroit 
Detroit-Milwaukee or ¢ shicago 
Washington-Buffalo . 
Pittsburgh-Buffalo 
Norfolk-Knoxville 

New York-Birmingham 


Detroit-Sault Ste. arie 


Pioneer Air Lines, Inc. (formerly Essair), Houston-Ama 
eee - Total 
Transcontinental & Western Air, Inc. Total 
New York-Los Angeles. . . 
Davton-Chicago 
Winslow-San Francisco : 
New York-Chicago-Kz unsas C ity 3 
St. Louis-Detroit via Cincinnati ° Dayton 
Washington-Dayton via Columb 
Pittsburgh-Boston 
United Air Lines, Inc. Total 
New York-Oakland 
Salt Lake City-Seattle 
Seattle-San Diego 
Denver-Cheyenne 
Seattle-Vancouver 
Washington-Toledo 
Cleveland-Boston. .. 
Western Air Lines, Inc. Total 


San Diego-Salt Lake City 

Salt Lake City-Great Falls 

Great Falls-Lethbridge 

Los Angeles-San Francisco 

Los Angeles-Denver 
Total 





Revenu 
miles 
flown 


149,165 


5,107,799 


1,526,608 | 


968, 850 


343,091 
103, LOO 
1,408, 179 


230,771 
322,885 
12, 006 
192, 302 


910 ,691 
$38,435 
$46, 395 

5, SHI 


25,748 


709 830 
$36, 831 
272, 999 


314, 169 
223 ,439 
730 
502, 
302 , 396 
32,928 
166,876 
997,937 
543,776 


454, 161 


166 ,762 


163 543 
101, 564 
61,979 
146 ,308 
322, 090 
124, 218 


ro 169 





1,535,045 


78 ,832 


4,337,375 | 


2,947, 497 
74,749 
310, 397 


4 695 ,344 
3, 178, O10 
275, 961 
1,032,401 
11,328 
22, 808 
82, 482 


92, 354 | 


698, 975 | 


255, 653 


“80. $46 





219 ,658 


tevenue 


ers passenger- 


miles flown 


0 0 


112,475,068 


37, 762 

















6,634} 4,981,746 





34,028,004 | 


54,498 21,531, 882 
51,785 5 . 
8,008 
63, 983 
12, 197 
13,974 
2,895 
3,579 
44,619 18 ,377 ,O72 | 
17, 970 9, 374, 268 | 
25, 695 8, 156,074 | 
5, 247 846,730 | 
3,227 199 585 | 
31,075 55,665 | 
21, 186 | , 851,935 | 
12,729 1, 703. 730 | 
15,523 4,606,422 
12,182 | 3,633, 868 
3.341 | 972,554 
20,229 7,305,928 | 
12,841 4,101,245 | 
> 909 498 ,429 
6,546 2,706,254 
| | 
16,778 | 19,658,469 | 
33,179 10,782,879 | 
21,739 8,875,590 | 
22,691 3,221,688 
7,025 | 2,062,321 | 
5,795 | 1, 442, 300 
2,345 620, 021 | 
23,192 6,080 ,589 | 
16, 547 5,001,027 | 
7,177 | 1,979, 562 | 
17,254,224 | 
13, 546, 626 | 
3, 707, 598 
| 
15,036 | 9 168 ,324 | 
56,726 | 36,715,199 | 
51,095 | 25,615, 966 | 
1,927 282,960 | 
14, 302 10, 816, 273 | 
124,503 36, ng 594 
79,053 36 | 
39,959 | | 
4,531 } 
3, 464 | 
645 | | 
20, 800 | 
3,321 7 | 
1 576 71,264 
101,519 89 404,593 | 
77,701 60, 360, 538 
5,476 1, 152,076 | 
14, 787 $,999, 310 | 
28, 306 17, 197, 866 | 
10, O80 2, 946, 936 | 
5, 209 | Re aa 
2,626 | :. 5 | 
186 ,807 ‘lol, 461, 231 
120, 657 70, 576, 675 
12, 708 5, 966,716 | 
54, 447 21, 062, 736 
890 85,920 | 
3, 328 |} 401,480 | 
1,415 1,749, 536 
3, 467 1,618, 168 
40,367 | 17,051,095 | 
14, 487 | 4,565,457 | 
3, 709 1, 169, 980 
880 | 130, 225 
19, 022 6, 203, 687 


Express 
ind freight 
earried 


tons) 


9.4 


, 304.0 
151. 0 


20.8 


9.1 


78.0 
45.0 
33.0 


N 
~~ 
_- 


ton 
Crimean || ore 


une 


mn 


oe 


ton 


| 





Ton-miles flown 


Express 


355 ,O12 
65,413 
105, 536 
16, 430 
5,320 
89, 036 


10,140 


1,816 | 


1,349 
467 


83 ,680 
59, 709 
211 
23,760 
105,635 
44,110 
30, 706 
1,798 
2,906 
961 
24,617 


537 


532 


300 ,293 
207, 947 
6,961 
_8, 780 





7,982 


33.338 
14, 285 
2, 804 

323 
7,319 
8, 607 


nw 
4 ' 








Revenue 
passenger 
load factor 


Passenger 
seat-miles 
flown 


























Freight percent) 
| 
0 0 | 
249,680 | 130,487,140 86.20 
98,310 38, 095, 598 89 32 
73,627 25, 239, 871 $5.31 
2,957 10, 245, 492 83.84 
4, 666 2,129,751 | 88.74 
117,358 36, 146, 290 " 85.66 
13, 092 6,715,076 76.20 
20, 577 8, 253, 002 86.47 
9,093 251,643 79.38 
0 , 410,417 88.56 
16,346 | 21,570,474 85.20 
12, 894 10,958, 221 85.55 
3,313 9,419,569 | 86.59 
139 1, 192,684 | 70.99 
vee 
230 423,759 | 14.97 
0 16.879. 666 74.38 
0 10, 933, 441 71.82 
0} 5, 946, 225 79.10 
0 5,843,323 | 78.83 
0 | $,294,074 | 84.63 
0 | 1,549,249 62.78 
3,485 | 10,507,674 | 69.53 
152 | 6,330,524 64.79 
1,007 | 650 , 674 72.17 
2,026 | 3,486,476 | 77.62 
0 | 27,565,295 | 71.32 
0 14,816,051 72.78 
0 12,749,244 69.62 
30,727 3,546,174 90.85 
il 2,981,512 | 69.17 
ll | 2,060,039 | 70.01 
0 | 921,473 | 67.29 
0 | 9,228,115 | 75.64 
0 | 6, 655, 063 75.15 
0 , 573, 052 76.93 
0 | 21,381,386 | 80.70 
0 15,997,359 | 84.68 
0 | 5, 384, 027 68.86 
0| 13,153,421 | 69. 70 
0 39 ,991 ,634 | 91.81 
0 28,103,246 | 
0 343,728 
0 11, 544, 660 
0 | 47,648,595 | 16.57 
0 21,732,761 79.92 
0 10, 370, 135 78.96 
0 ,351, 391 | 78.92 
0 816, 462 | 80.69 
0 1, 238, 39% 70.92 
0 11, 68.54 
0 69.27 
| | 
0 | 709 ,488 | 66 .42 
186,236 | 102,923,205 | 86.87 
114, 336 ©, 068, 78 | 88.71 
5, 560 , 449, 748 | 79.47 
5, 456 7, 185, 352 | 
52, 695 19°72 , 448 | 
3, 386 | 3,425, 167 | 
806 1,912,074 
3,997 | 1,188,640 | 
217 ,828 | 114,532,292 } 88.59 
179,427 | 79,690,840 | 88.56 
7,769 | 6,631,410 | 89.98 
27, 253 23, 592, 572 | 89.28 
55 236,928 | 36.26 
0 4149, 804 89.26 
979 | 2, 155, 530 81.17 
2,345 | 1,775, 208 91.15 
13.177 21,503 ,691 79.29 
21 5, 564, 727 82.04 
4 1, 682, 955 69.52 
2 196, 998 66.10 
11, 133 | 8, 454, 148 73.38 
2,017 5, 604, 863 88.88 
— ————— — — =i = — = 





* The total passengers carried for each airline is an unduplicated figure. 
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All Ame: 
America’ 
Braniff 
Caribbes 
Chicago 
Colonial 
Continer 
Delta Ai 
Eastern 

Hawaiia: 
Inland A 
Mid-Cor 
National 
Northea: 
Northwe 
Pennsyls 
Pioneer . 
Transcor 
United A 
Western 


All Ame 
America 
Braniff 4 
Caribbea 
Chicago 
Colonial 
Continer 
Delta Ai 
Eastern 

Hawaiia! 
Inland A 
Mid-Con 
National 
Northeas 
Northwe 
Pennsylv 
Pioneer . 
Transcor 
United A 
Western 


Passenge 
Passenge 


«Ex 
Not 
tistics re 


In all ¢ 
statutory 
applicatio 

The Di: 
in writing 
correction 
any appli 
and subst 
applicatio 
with the 
any appli 
applicatio 
approve. 

Any ap 
subparagr. 
as herein 
applicant 
thereof fi 
from suc! 
matter an 


Reg. 37 

Alaska 
of the E 
(a) and 
amended, 

Paragra) 
amended 


AUGUS 














Domestic and Territorial Air Carrier Statistics=-Concluded 
Operations for the First Six Months of 1946 as Compared with the Same Period of 1945 


| 
| 
Operator | 


Passenger miles flown (total revenue and non-revenue)....... 


Revenue miles flown 
January-June 


Revenue passengers carried 


. Revenue passenger miles flown 
(unduplicated) I 8 


January-June 





























Express and freight 
carried (tons) 
January-June 

















January-June 
—— | “4 — af — — = | ' — — ss — 
1946 1945 1946 | 1945 1946 1945 | 1946 1945 
| | 
5. : =: — - er dinate Se = |—— |—— — 
All American Aviation, Inc...............-.. 838, 833 702,459 | 0 0 | 0 | 0 | 32.4 | 40.3 
American Airlines, Inc... . “S = = 28, 375, 930 20, 844, 761 995, 182 | 573, 684 | 538, 256,195 | 337,475,614 6,471.0 | 7, 888.6 
> aniff Airways, Inc. mt | 5, 180, 225 | 3, 541, 033 222’ 671 142, 809 | 93, 102° 675 | 61, 819, 559 781.9 | 545.4 
‘aribbean Atiantic Airlines, Inc. 164, 263 112, 313 21, 694 | 10,789 1, 290, 720 722, 541 43.0 73.0 
C hicago & Southern Airlines, Inc. 3, 699, 650 2,129,7 d 71 154, 316 | 75,080 | 62,952, 135 33, 256, 183 509.8 | 452.6 
Colonial Airlines, Inc......... 1,369 , 864 8 57 | 66 ,030 34, 806 | 19,853 ,954 10, 465, 137 80.9 56.0 
Continental Air Lines, “Ine. a a ae 2,477 ,878 1,509, 345 92,794 | 49, 016 | 34,156,088 18, 369, 857 101.2 110.5 
Delta Air Lines, Inc...... 7 | 4,813,155 2, 566, 371 216,975 117, 238 | 91,226,279 | 45, 496, 377 440.0 329.3 
Eastern Air Lines, Inc........ a nod BE, GORE fiesesn eens. 388, 232 | . ..| 196, 384, 968 - } & 
Hawaiian Airlines, Ltd......... nee ree 795, 168 516, 263 | 106, 940 64,478 | 15,318,551 | 9, 202, 106 1, 277 7.7 | 1, 
Inland Air Lines, Ine.. oti ; si ; | 983, 762 771, 123 | 36, 169 | 27,118 10, 109, 688 | 8, 121, 296 31.9 | 
Mid-Continent Airlines, Inc. 2, 366, 882 | 1,304, 784 | 115, 344 | 56, 638 | 35, 037, 164 | 14, 800, 808 174.0 | 
National Airlines, Inc......... 5 . 4,116,224 2, 667,483 rae | 71, 347 | 72,969,418 | 32, 409, 189 197.7 
Northeast Airlines, Ime... .......2--sccccseess 1,650, 983 772, 815 | 164, 648 | 54,851 | 33. 578, 690 | 11, 458, 556 156.5 
Northwest Airlines, ere ne } 8, 331, 450 4,854,149 | 261, 228 | 131, 375 | 159, 589, 157 81,715,640 814.2 
Pennsylvania-Central Airlines Corporation... . | 8, 109,375 | 4,405, 345 | 569, 647 312,771 | 166, 478, 238 70, 779, 667 2,070.0 3. 
POORROE BF TAGS TB. soo. 0:0.0,0 965.060.0000 ' 437, 406 | | 8, 050 2, 368, 639 | - 7.2 
Transcontinental & Western Air, Inc....... | 20, 995, 070 13, 905, 365 | 448, 078 239, 932 394, 710, 858 220, 170, 448 4,764.0 
United Air Lines, Inc........... : | 25, 397, 997 17, 125, 744 760, 158 305, 727 457, 374, 197 250, 341, 047 3,690.4 
Western Air Lines, Inc. | 3, 862,952 2 ’ 303, 099 199, 257 96,420 | 76, 320, 630 40, 206, 852 | 536.0 
Total. , Ke 92, 596, 978 ae 3 cam _& &  f eeewe ; d 1,443, 195, 845 24,958.5 
Index (1945 = 100) 100.00 | Z | 100.00 |.. ; | 100.00 100.00 
Ton miles flown R 
ae . az . , evenue passenger 
ie I aeons seat a flown load factor (percent) 
rea Express | Freight se January-June 
perator J | 
January-June January-June | 
cede | — |— ” 
1946 1945 | 1946 | 1945¢ 1946 | 1945 1946 | 1945 
7 —_ oe ees, Ree ere eae eet — as Ree |e i * 
All American Aviation, Inc...... . awe anda oie 4, 222 6,494 0 | 0 0 - - 
American Airlines, Inc........ eo cm 1, 967, 316 3, 726, 816 | 1,627,714 | 622,705, 842 | 376, 947, 452 84.44 } 89.53 
Braniff Airways, Inc... ; a : 236, 627 267, 576 87,528 106 ,785 ,303 | 70, 407, 344 87.19 87.80 
Caribbean Atlantic Airlines, tie occa } | 2,086 | 6,175 1, 156 } 2; 561, 465 | 1, 136, 685 50.39 63.57 
Chicago & Southern Airlines, Inc... . ial 188, 170 188, 184 0 | - 79, 303, 262 ; 43, 872,619 79.38 } 75.80 
Colonial Airlines, Inc.. EES nate oe ee bennnal 25,250 | 16, 266 | 0 | 27' 875.024 14, 464, 573 71,22 | 72.35 
Continental Air Lines, Inc. te alae : 28, 880 47, 856 | 10,752 | - 51,503,484 23, 787,033 66.32 | 77.23 
Delta Air Lines, Inc..... He Dae i | 213 ,046 125, 140 | 21,501 | 116,018,735 53, 225, 78.63 | 85.48 
Eastern Air Lines, Inc... Se a & * ae . | | gop ariatt 225, 549, 960 Losveevens 87 .07 
Hawaiian Airlines, Ltd. | 52, 363 | 258,771 143, 897 | | 16, 957, 887 9, 754, 224 | 90.33 | 94.34 
Inland Air Lines, Inc. . | 7,388 | 5,437 | 11 | 16, 441, 223 11’ 57" 864 | 61.49 70.27 
Mid-Continent Airlines, Inc.. NE Tey 62, 645 | 29, 502 | 0 | 45, 500, 325 21, 623, 434 | 77.00 68.45 
NN MI TI ox. o.oo doer b 080 we weieenes 115,942 | 67, 887 0 | | 86, 269, 253 35, 747, 241 | 84.58 90.66 
Northeast Airlines, S Dipaaieate Keceae Gea ae 27,986 | 15, 206 0 } 45, 556, 952 17, 413, 662 | 73.71 65.80 
Northwest Airlines, Inc......... ae nee | 463,459 | 421,083 0 182, 333, 141 94, 873, 806 | 7.53 86.13 
Pennsylvania-C entral Airlines C orpor ES i dO: 473, 260 429, 347 0 | 214, 579,771 90, 336, 210 | 77.58 | 78.35 
Pioneer Air Lines, Ine... ...........0000- ay | 2,430 -- 0 3, 936, 654 60.17 - 
Transcontinental & Western ‘Air, Ine. pe icpaceateteens ‘| 1, 863, 571 | 2, 463, 487 804, 763 | | 454, 255, 349 244, 862, 057 86.89 | 89.92 
United Air Lines, Inc......... ape ieeaeternn ae 2, 169, 689 | 2,498, 584 1, 216, = | 529, 342, 351 262, 375, 308 86.40 | 95.41 
PN IEEE MEPIS, ID ic 5 50.6 pew 074s a whence 878s He | 150, 492 | 154, 861 37,2 223 3 | 96, 666, 156 i. 46,517,658 78.95 | 86.43 
We viscsbes i cae waeeiee oat paw eeed 11,926, 483 nee A ne Serer eee | 1,644,453, 041 } i. 032, 212 | 87.76 
Index (1945 = 100) wince aie eoaluia kinase Eiiale swam eceiecks BGD.GD fn cc csece ee - | Pe rr 100.00 21,643, 616 | 100.00 
| | | 
| 
January | February March April May | June 
| 
Passengers carried (unduplicated) total revenue and non-revenue..... . ; AER ER PST | 661,480 667 ,376 828 , 276 953 ,000 1,032,212 


336 , 897 , 337 337 , 356 ,042 413 ,367 ,422 469 , 363, 128 521,643 ,616 





« Express and freight ton-miles combined under express. 


Note.—Effective January 1, 1946, all revenue traffic statistics are reported to the CAB on the basis of direct airport-to-airport distances. 


Not reported separately prior to July 1945. 


tistics reported prior to that date on the basis of course-flown distances have been converted to reflect direct airport-to-airport distances. 


For purposes of comparability, those traffic sta- 








Regulations 
(Continued from page 109) 


In all other cases, tariff changes shall be made upon less than 
statutory notice only when and to the extent that a particular 
application therefor has been approved by the Board. 

The Director of the Economic Bureau may approve or disapprove 
in writing (a) any application which has as its only purpose the 
correction of mechanical, clerical or administrative errors, or (b) 
any application the disposition of which does not involve new 
and substantial questions of policy, but in acting upon any such 
application the Director shall be governed by and act in accordance 
with the provisions of this paragraph. The Director may refer 
any application to the Board for disposition, and shall so refer any 
application which he is not hereby authorized to approve or dis- 
approve. 

Any application disapproved by the Director pursuant to this 
subparagraph is hereby denied, subject to review by the Board 
as hereinafter provided. In the event of such disapproval, an 
applicant may within five days after it has received written notice 
thereof file a written request for review of the denial resulting 
from such disapproval. The Board will thereupon review the 
matter and enter an order finally disposing of the application.” 


Reg. 370 Effective July 15, 1946 
Alaskan Air Carriers—Amendment No. 6 of Section 292.2 
of the Economic Regulations—Effective immediately, paragraphs 
(a) and (d) of Section 292.2 of the Economic Regulations, as 
amended, are hereby amended as follows: 
Paragraph (a) of Section 292.2 of the Economic Regulations is 
amended in its entirety to read as follows: 


AUGUST 15, 1946 


‘“*(a) Classification of Air Carriers. There is hereby established Airport Plans 


within the meaning of Section 416(a) of the Civil Aeronautics Act 
of 1938, a classification of air carriers which, except as other- 
wise authorized in paragraph (d) of this regulation, engage 
solely in air transportation within the Territory of Alaska, said 
classification to be designated as ‘Alaskan Air Carriers’.’’ 
Paragraph (d) of Section 292.2 of the Economic Regulations is 


(Continued from page 101) 


amended by inserting in the second sentence thereof, immediately who are concerned with the program. After this 
following the word “point” and before the word “‘provided” the hearing the comments and recommendations will be 


first time it appears in such sentence, the words “‘within or out- 
side of the Territory of Alaska. 


draft. 


” studied preparatory to the promulgation of the final 


~ “So that the work of local planning may receive 


ready and available CAA cooperation, it has decen- 


Advisorv Committee Meets tralized its airport activities as much as possible 
into the nine CAA Regions with headquarters in 


CAA’s Nonscheduled Flying Advisory Committee, New York, Atlanta, 


Chicago, Kansas City, Fort 


made up of 12 spokesmen for the industry and non- Worth, Seattle, Santa Monica, Anchorage, Alaska, 
scheduled fliers, held its regular quarterly meeting and Honolulu. In addition it plans to have at least 
July 25-26 in Asheville, N. C. CAA officials meeting one district office in each state. These district and 
with the committee were T. P. Wright, Administrator regional offices are to be the focal points for airport 
of Civil Aeronautics; Fred M. Lanter, Assistant to activity so that it will be unnecessary for delegations 
the Administrator for Safety Regulation; John H. _ to travel to Washington to press for action on projects 
Geisse, Assistant to the Administrator for Personal in which they are specifically interested because this 
Flying. CAB representative was J. D. Duckworth, will only slow down the procedure as it will be 
Director of the Safety Bureau. necessary to refer the request back to the field.” 
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Attorneys in New Assignments; Five Regional Posts Filled 





Robert P. Boyle Glen D. Woodmansee 


Five changes and one new appointment have been 
the Administration legal 
offices, placing attorneys in five regional posts. The 
CAA plans to have an attorney assigned to each of 


made in Civil Aeronautics 


eight regions this year, with the ninth regional post 
being filled next year. 

Robert P. Boyle Assistant 
Counsel to succeed Glen D. Woodmansee, who will 
Monica, Calif. 


was named General 


be attorney for Region 6 at Santa 
Stanley W. Bobskill for Region 1 
with headquarters in New York City. Sanfjord B. 
Teu, Il, will assume duties in Region 2 in Atlanta, Ga. 
William A. Crawford, Jr., will be attorney for Region 
1 at Fort Worth, Tex., and Halford P. Noggle, a 
newcomer to CAA, will be for Region 8 at 
Anchorage, Alaska. 

Mr. Boyle been a the CAA 
staff since 1938 and has served as Legislative Counsel 
to the Airport Survey, Regulations and Enforcement 
and 


will be attorney 


attorney 


has member of legal 


Division, assistant to General Counsel acting 
Assistant 
and interpretations. 
three the Naval Air Transport 
before his discharge early this year as a lieutenant, 
senior He is a graduate of Williams College, 
Mass., and Harvard Law School. He maintains a 


residence in Oklahoma City and is a member of ile 


Counsel in regulations 


His military 


General charge of 


service ¢ overed 


years with Service 


grade. 


CAA Issues Simpler F 
For Reporting Pl 


Reporting of aircraft defects, so that manufacturers 
and the Civil Aeronautics Administration can work 
together in eliminating the difficulty, has been made 
easier by a new form called “Malfunctioning and 
Defects Report,” No. 1226. 

r. P. Wright, Administrator, appealed to owners, 
pilots and mechanics to make full reports on any 
failure of parts or material which shows up during 
Reports 
form, which is available from 


routine operation or periodic inspection. 
should be on the new 
CAA regional offices, CAA inspectors and from many 
air fields. 

After the reports are sent to the CAA Aircraft and 
Components Service in Washington, government ex- 
perts and manufacturer develop ways of preventing 
recurrence of the difficulty. Changes often are in- 
corporated in new aircraft and, when necessary, modi- 
fied parts are manufactured for planes in service. 

Use of the “Malfunctioning and Defects” report is 
and has nothing to do with accident re- 


General 


voluntary 
ports, which must be made on other forms. 
cooperation in sending the defects reports to Washing- 
ton will improve the reliability of all aircraft, 
crease the cost of operation and further reduce the 


de- 


possibility of accidents. 
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Stanley W. Bobskill Sanfjord B. Teu, II 


bar of the state of Oklahoma and the bar of the 
District of Columbia. 

Glen D. Woodmansee joined the CAA in 1938 as 
chief of the Enforcement Section. Later he was 
appointed Assistant General Counsel and General 
Counsel in the military absence of General Counsel 
Richard E. Elwell. Prior to joining the CAA he 
served five and a half the staff of the 
Solicitor, Department of Commerce and _ handled 
regulations and enforcement problems of the Bureau 
of Air Commerce. Mr. Woodmansee is a native of 
Ogden, Utah. He studied law at the University of 
Utah and practiced in Salt Lake City and Spring- 
field in that state for nine years before accepting a 
legal position with the government. 

Region 1 covering New England will be no stranger 
to Stanley W. Bobskill being a native of Springfield, 
Mass., and having practiced law there as well as in 
New York and New Jersey before coming with CAA. 
With the CAA legal offices since 1941, he was coun- 
sel for the Washington National Airport and acted as 
regional attorney for Regions 6 and 7 during the 
trial Ee last year. 

be the second trip to Region 2 for Sanfjord 
II, having served there in addition to the 
Fifth Regions. He was trial attorney for 


years on 


Wm. A. Crawford, Jr. Halford P. Noggle 


with the Civil Aeronautics Board. Prior to taking 
employment with CAA, he was trial attorney and 
special assistant to the Chief Counsel of the Federal 
Trade Commission for a number of years. Born in 
Godwin, N. C., he received his A.B. degree at the 
University of North Carolina, LL.B. at the Univer- 
sity of Georgia and M.A. and Ph.D. from American 
University. 

William A. Crawford, Jr., formerly served with 
the CAA Regulations and Enforcement Division. He 
saw three years service at sea with the Navy in the 
Asiatic and Pacific Theaters before his release in 
March as a lieutenant. He graduated from the Uni- 
versity of Virginia in 1939 with an LL.B. degree and 
was engaged in private practice for two years before 
accepting employment with CAA in 1941. 

Halford P. Noggle will be at home in Alaska, where 
he has lived for the past 26 years. Prior to the 
war he was Assistant U. S. Attorney for the Third 
Division of Alaska. He served five years in the 
Navy in Alaska, the Aleutians and the South Pacific 
and was discharged as a commander. He was legal 
officer on the staff of Rear Admiral J. W. Reeves. 
He is a member of the bar of the U. S. Supreme 
Court, District Court of Alaska, Federal Communica- 
tions Commission and Interstate Commerce Commis- 


‘AA Sets Charges for Registering Planes 
And Issuing Certificates to Air Agencies 


In the first charges made for CAA services, fees 
have been set for aircraft registration and recorda- 
tion, and for air agency certificates. 

Beginning today (August 15) a $5 charge will be 
made for the registration and recordation of aircraft 
titles. In making this announcement, T. P. Wright, 
Administrator of Civil Aeronautics, stressed the fact 
that the CAA will not require annual registration. 
This fee will be charged only when title changes are 
made and the papers have to be reprocessed. 

Liens Cost Extra—Where liens, chattel mort- 
gages and other encumbrances on the title of an air- 
craft are involved in the recordation, there will be an 
additional fee of $5 which will, however, defray the 
cost of the satisfaction of release of such liens. 

These fees, which are based upon the actual cost 
of these services, are being charged in accordance 
with Congressional request that the CAA defray the 
cost of service operations through service fees wher- 
ever possible. 

The CAA recommended to Congress that no charges 
be assessed on airmen, but that it thought it proper 
that a fee be paid for the issuance of aircraft regis- 
tration certificates, the recordation of transfer of title 


and the issuance of a certificate of plane ownership. 

$10 Fee for Schools—The Congressional sub- 
committee in charge of CAA appropriations also has 
approved a fee of $10 for the issuance of air agency 
certificates. These agencies include flying and ground 
schools, mechanic schools and repair stations. A fee 
of $5, however, will be charged for a parachute loft 
certificate,.i {7 4 

These fees are based upon the fact that air agency 
certificates earry with them certain privileges under 
the Civil Air Regulations which are of definite value 
to these agencies. Certificated schools enjoy a favored 
position with respect to meeting the requirements for 
pilot and mechanic certificates; certificated repair sta- 
tions and parachute lofts are enabled to do work and 
assume responsibilities which are not open to non- 
certificated agencies. 

Those privileges are obtained by the agencies at a 
cost to the CAA for essential inspection and review 
and subsequent periodic inspections and the fee will 
cover all services. 

Announcement of the charges was made follow- 
ing a meeting with representatives of various avia- 
tion organizations. 


CIVIL AERONAUTICS JOURNAL 


Ww U. S. GOVERNMENT PRINTING OFFICE, 1946 








yO S-llle 


